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Only 75 cents each; 
$8.25 per dozen 


Ideal as a Gift and Award for the 
closing of Church School 


This pin is a reproduction of the 
official shield of the Episcopal 
Church. Executed of heavy gold 
plate with red, white and blue 
fired enamel, with safety catch pin, 
mounted on velour pad and gift 
boxed. 


Size: }('" wide 
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When writing to advertisers we 
shall appreciate it if you will men- 


tion The Living Church. 


When minds meet, they sometimes collide. 
opinions of his correspondents should be taken at least as seriously as his own, 


South India 


Just browsed through my _ Livinc 
CuHuRCH, and was brought up with my 
hair literally on end by the article about 
the Church of South India [L. C., March 
27th]. This is, it seems to me, the last 
word in Anglican muddle-headedness (I 
mean the goings-on in South India, not 
the article! ) 

I must have an answer, and look to you 
to give it, since you say in the article ‘“We 
do not think that, under the present state 
of affairs, Anglicanism ought to undertake 
missionary work within the area of the 
GSTs ave 

But how can the two facts possibly be 
tied together, (1) that The Church of 
England, and presumably the whole of the 
Anglican Communion has declared the 
CSI out of communion, and not fully 
Catholic in its ministrations, and (2) That 
the same Anglican Church has entered, 
apparently, into a “comity plan” that in 
effect binds Anglicans not to bring any 
other ministrations to the people of South 
India? 

If the CSI is a valid branch of the 
Catholic Church, then of course Anglicans 
will keep out, but then why the excommu- 
nication? If the CSI is not a valid branch 
of the Catholic Church, and her people 
are not receiving valid Sacraments and 
other ministrations, how in the name of 
conscience, can the Anglican Church accept 
a “comity plan” that prevents them from 
doing missionary or any other kind of 
work among South Indians. Surely this is 
the same kind of sentimentalism that has 
weakened the witness of the Church in 
some places in the USA. 

I am a convert to the Church from the 
Congregational Church. Once a minister 
of that group (for seven years), now rec- 
tor of one of the large parishes in the 
southern California area. Converts are 
always burning for answers to questions 
like this! 

(Rev.) DENNIs J. BENNETT 
Rector, St. Mark’s Church 
Van Nuys, Calif. 


Editor’s Comment: 


There is no such thing as simple, 
logical relationships between different 
Christian communions, since the idea 
that there is more than one Church of 
Christ, or that within the one Church 
there should be different communions, 
is in itself illogical. At present, the 
various self-governing portions of An- 
glicanism have somewhat different rules 
with regard to the Church of South 
India; generally, no penalty or barrier 
is raised for CSI members who were 
confirmed or ordained as Anglicans 
when they wish to receive Anglican 
ministrations on either an occasional 
or a permanent basis outside of South 
India. 

The four Anglican dioceses which 
went into the union were not judged 
by Anglicanism in general as subject to 


LETTERS 


The editor believes, however, that the 


discipline for doing so; but neith| 
were their decisions about recogr 
tion of non-Anglican ministrations 
changing Church polity automatical 
ratified by the rest of Anglicanism. 

The situation is regarded as expex 
mental and, in many respects, hopef* 
for the stabilizing in the South Ind 
Church of a Catholic pattern of Fai) 
and Order which Anglicanism m: 
ultimately recognize as of equal stati 
with its own. This consummation | 
looked for at the end of a 30-ye\ 
period in which the problems and frit 
tions of unification are to be allows 
to work themselves out. In the meaji 
time, Anglicans are asked to regag 
ex-Anglicans as validly confirmed | 
ordained fellow-Christians; are ni 
asked to regard those who have nj 
not been episcopally confirmed or c: 
dained as entitled within the Anglic 
communion to the privileges which coi 
firmation or ordination confers; ap 
are asked to deal generously an syn! 
pathetically with those who have beg 
episcopally confirmed or ordained witi! 
in the Church of South India witho« 
prejudicing the ultimate decision aboe 
the relation between the two con 
munions. 

In such circumstances, we think ¢ 
proper for Anglicans to turn the 
evangelizing energy to other are} 
rather than South India; but we | 
not think it proper for continuing a 


against their will. 


Evening Communion 


mending to his ne evening Comma } 
services on Saints’ Days because expe 
ence shows that “because most parishy¥ 
hold their celebrations of Saints’ Days ¥ 
eight, nine, or ten o’clock on a weekdi 
morning when very. few people can atter q 
the typical congregation of a weekday ceé 
bration of a Saints’ Day is a handful |} 
women” [L. C., March 6th], may I sui 
mit two quotations and _ brief commen 
The two quotations are from addresses # 
the same bishop Cleland Kinloch Nels 
of Georgia (later of Atlanta) to tl 
Georgia Conventions of 1892 and 18! 
(Jnl. 1892, 44; Jnl. 1895, 50-51): | 

“The time of day when the Holy Cor 
munion is celebrated bears an _ evided 
relation to the number and quality (| 
fitness) of the receivers. It has been 1 
marked over and over what a test of lo 
and fidelity is supplied in the early ce! 
brations. On the contrary, the late fom 
noon celebrations are more largely atte 
ed. But between these and the mode 
invention of evening Communions there\ 
a leap which can only be taken in dis 
gard of the time-honored usage of 
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hurch, and with no better support than 
file individual interpretation of the rec- 
jids of the institution of the Sacrament, 
@hinforced by a popular sentiment. To 
eld to a popular desire in opposition to 
fe universal custom of the Church is very 
whestionable churchmanship, and to regard 
y or your custom as sufficient ground for 
>) radical a departure tends to the law- 
fssness which we all so heartily deprecate. 
e trust committed to expound the Scrip- 
tres does not carry with it the authority 
modify any established use of the 
Wiest’s individual notion, or even if some 
Surticular congregation seems to demand 


“As in the order for the administration 
the Holy Communion and in the five 
‘Astinct offices of which it forms a part, 
Tir Prayer Book clearly contemplates a 
lorning service, it is a clear violation, not 
a) a command, but of a liturgical principle 
‘ond of the Church’s obvious intention, to 
ave the Holy Communion in the evening, 
ycept in the emergency of the visitation 
- a sick person, and nothing short of con- 
“liar action would be sufficient to allow a 
Practice for which the Prayer Book makes 
*% provision. It is inconceivable that if a 
ange in the custom of the Church were 
1+» be made in the interest of Wesleyanism, 
: me intimation of that liberty had not 


& one can ae Bishop Emrich’s 
ety, zeal, or ability, and I should regret 
m if what I say should be taken as other 


§The Michigan Pastoral raises three 
estions: 
-1. Does the unwritten customary law of 
e Church Catholic permit evening com- 
Gunions? To this I believe the answer is, 
Bo. 
'2. If it does not permit them, may a 
Sviocesan, either solo (as here), or in 
Sviocesan Synod, alter the law for his dio- 
se? Here again the answer is, No: any 
#teration is for a higher authority. 
3. What is the higher authority which 
fay alter this law? Almost certainly a 
Satter such as the hours for celebrating 
oly Communion is within the compe- 
“nce of the synod of a province or nation- 
* Church, and no lower body. Our Gen- 
-al Convention may overrule the action 
ken in Michigan or, by establishing a 
Tile in accordance with it, in effect ap- 
Srove it. 
+) Now the Church’s law, and its customs 
ith the force of law, were made for 
hulls; not souls for the law. Times and 
“rcumstances change, and on a_ proper 
Hiowing of need for change, even long- 
Tstablished custom must give way. One 
‘nay doubt however whether a case can 
ate made out for evening communion on 
aints’ Days on the ground that substan- 
“ally all male, and many female commu- 
icants, cannot attend a week-day service 
it 8, 9, or 10 o'clock in the morning, for 
‘o ould seem probable that most or all 
¥ them could attend a service at 6:30, 7, 
Yr even, in some cases, at 7:30. 
{ SPENCER Ervin 


| 


? Bala-Cynwyd, Pa. 
fay 1, 1955 


Do it yourself ? 


In this do-it-yourself age you can save money in many 
ways — if you have the plans, the time, energy and a mod- 
erate amount of skill. 

But there are still many important activities that require 
far too much knowledge and training for the average per- 
son to tackle alone . . . like the building of a sound life 
insurance program. Here do-it-yourself can mean dollars 
lost instead of dollars saved. 

It takes professional help to turn the complex structure 
of life insurance policies, their benefits, investment and 
tax values to your advantage. And this is just the kind of 
help Church Life was organized to give you — impartially 
and without obligation. 

If you are actively serving the Church beyond the call 
of membership alone, you are invited to send for our 
Information Sheet. Do it today. 


e Church //7 Insurance Corporation 


Affiliated with the CHURCH PENSION FUND 
20 Exchange Place . New York 5, N.Y. 


1955 NATIONAL PRIESTS’ CONVENTION 


VALLEY FORGE MILITARY ACADEMY, WAYNE, PA. 
JUNE 5, 6, 7, and 8, 1955 


LECTURES AND DISCUSSION ON: “The Discipline of the Priestly 
Life”; “Teaching the Catholic Faith on a Parish Level”; “The Ecumenical 
Movement” and “Techniques of The Teaching Mission” (Preparation for 
the 1956 Nation-wide Teaching Mission). 


LEADERS: The Reverend Don Frank Fenn, Baltimore, Md.; The Reverend 
Homer F. Rogers, Nashotah House; The Reverend Darwin Kirby, Jr.; 
Schenectady, N.Y.; The Rev. Father Joseph O.S.F.; The Reverend William 
H. Dunphy, Ridley Park, Pa., and The Reverend Harold F. LeMoine, 
Queens Village, N.Y. 


CONVENTION CHAPLAIN: The Reverend Francis Campbell Gray, 
Decatur, Ill. 


OPENING SERVICE: SOLEMN EVENSONG, 
Sunday, June 5th at 8 P.M. 


Registration open to all clergy. Reservations limited to 225. Total Cost, $7.50. 
Send Reservation and Remittance to The Rev. Hobart J. Gary, 
29 Slate Lane, Levittown, N.Y. 


Our Beloved Dead KNEELING HASSOCKS 
TRACTS Litany for the Dead of resilient granulated cork, cov- 
The Last Sacraments 


The Rey. Franklin Joiner, D.D., Superior 


ered with desirable plastic leath- 
erette. Pew and Communion 
cushions in various types of cov- 
erings. Inquiries welcomed. 
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68-12 Yellowstone Blvd 
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2013 Apple Tree St. Philadelphia 3, Pa. Forest Hills, L. I, New “York 
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Let's Memorize Something 


| Fe catch up a little on our mem- 
orizing. If you have been slighting 
this matter through the year, now — 
in the closing Sundays — you can still 
get some good work done. Teachers who 
believe in something manage to convey 
it to their pupils. Do you believe in mem- 
orizing? 

You hope to prepare them for living— 
lifelong living, as vital Christians? All 
right, then give them some of the things 
they can use. The great value of mem- 
orizing is in storing your pupils’ minds 
with the priceless literary treasures of 
the Christian faith. 

You, as a teacher, can perform no 
worthier office for a child than to set 
singing in his mind, great religious verse 
and prose. These will fashion the norm 
of his taste. These will give him keys 
to the overtones and hidden beauties of 
our religion. The selection of what to 
memorize has not been sufficiently di- 
rected by our Church. Either the text- 
book calls for certain things to be learned 
(which too many teachers slight over 
with one or two drills) ; or, the teacher 
selects some item from his own small 
stock. 

Wisely chosen memory selections may 
be recalled and used all through life. 
Even our “baby” pieces are used again 
as we teach other children, or train our 
own (and, later, our grandchildren!) 

Guidance and drill in memorization 
is one special duty and pleasure of the 
Church school teacher. If you don’t have 
them learn these passages, who will? It 
is now or never. And, while there is a 
wide range of fitness for each age, there 
are clearly some things suited for tiny 
children, some for juniors, and some for 
seniors (to use through life) .* 

If you did not experience the joys of 
memorizing as a child, or if your stock 
of treasures of the Christian literature 
is scant, you are apt to pass on this “‘loss”’ 
to your pupils. You may have a feeling 
that memorizing is painful or difficult. 
For most children memory work is more 
like a game which they enjoy. Started 
rightly, memorizing may become a use- 
ful habit and pleasure for life. 

Therefore, be positive in your atti- 
tude. Don’t ask your students to learn 
anything which you have not already 


*What to Memorize is a 24 page leaflet pro- 
duced by the Dept. of Religious Education of the 
Diocese of New Jersey, giving a graded selection 
of 50 items, with full wording. May be secured 
from Morehouse-Gorham Co., 14 E. 41st St., 
New York 17, N. Y., for 15c, or 50 for $6.00. 


committed to memory, or are not i 
ing to learn along with them. 

Some of these steps or aids may he} 
you: 

(1) Read the entire selection to you 
class, with as much enthusiasm and emi 
tion as you can. What is important | 
you will be felt to be important f 
them. How you first present the readin 
matters greatly. i 

(2) With the full wording in t/ 
hands of every one (Bibles, Prayy 
Books, Hymnals, or typed sheet) 


through it. Then have all read it 
concert, slowly, and with meaning. 

(3) Now go through it for explan| 
tion of new words and special meaning} 
Take time for this. It is a kind of liters 
ture lesson, a course in “Christian Eng 
lishie: 

(4) Next Sunday, and without fz 
for several Sundays, start the class peri" 
by saying it together —the entire pa@ 
sage, not portions. Then, in the closis! 
minutes, say it again, all together. Nel 
urally, you cannot do this readily unle 
you have it letter-perfect yourself. | 

(5) Help each one start a noteboxd 
of his memory gems. Copying it ini) 
the book helps the learning, too. Thi 
teacher’s signature (or the rector’s) t} 
neath the passage makes it a prized po 
session. This recognition is done om 
when the pupil has recited it perfect! 
before the class. 

(6) Cards with the selection print \ 
on them and kept on the wall help visui 
drill. Some passages lend themselves 
writing on greeting cards, bookmarke 
or illuminations. i 

(7) Call on the parents to have & 
hand. Some memorizing (especially ) 
the longer passages) is done at hony 
But always the class is the center f 
inspiring and checking up. 

Invent ways of having memory iter 
used frequently, in various connectior) 
Have some memorization or recall |! 
every class session. I 
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9 St. Philip and St. James. 
Indianapolis convention, to 2d. 
Washington convention. 
Chicago convention, to 4th. 

aston convention, to 4th. 
Kentucky convention, to 4th. 

ew Jersey convention, to 4th. 

S$ Quincy convention, to 4th. 
Upper South Carolina convention, to 5th. 

‘Wyoming convocation, to 5th. 

®Massachusetts convention. 

ebraska convention, to 5th. 
Bethlehem convention. 
})Election of Texas suffragan, St. Paul’s, Waco. 
Maine convention. 
ourth Sunday after Easter. 
| West Missouri convention, to 10th. 
Albany convention, to 11th. 
@Delaware convention, to 11th. 
»Fond du Lac convention. 
eorgia convention. 
_ #lowa convention, to 11th. 
= Lexington convention, to 11th. 
1} Montana convention, to 12th. 
/ *New York convention. 
*) Newark convention. 
© North Carolina convention, to 11th. 
Pittsburgh convention. 
‘W)Southern Ohio convention, to 11th. 
/@) Southern Virginia convention. 
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® Rozation Monday. 

#Rogation Tuesday. 
“,Connecticut convention. 
' }Long Island convention. 

Rhode Island convention. 
Southwestern Virginia convention, to 18th. 
1 Western New York conyention. 
Rogation Wednesday. 

Western Massachusetts convention. 
Ascension Day. 

unday after Ascension. 

Olympia convention, to 23d. 
‘Harrisburg convention, to 25th. 
‘Virginia convention, to 26th. 
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WHAT would you think if your rector 
used the first person singular 20 times 
or more in the course of a sermon — 
and a sermon, at that, which was not 
devoted to recounting personal experi- 
ences but to setting forth general prin- 
ciples of conduct? The Greek of the 
Sermon on the Mount (the experts tell 
us) makes the point even more sharply 
than the English by frequently using not 
merely the first person singular verb 
form but the emphatic “ego.” 


AS REPORTED last week, our family 
has been reading the Sermon on the 
Mount lately, and of course it did not 
surprise us in the least that Jesus intro- 
duced much of His teaching with “I 
say.” What does surprise me, thinking 
the subject over afterward, is that the 
Sermon is regarded by some as the great 
statement of a “Christless” Christianity, 
of a “simple religion of Jesus” which is 
supposed to conflict with a more com- 
plicated “religion about Christ.” 


THE POINT of the emphatic “ego” did 
not escape the crowd who heard the ser- 
mon. The evangelist records that they 
were “astonished at his teaching, for he 
taught them as one who had authority, 
and not as their scribes.’ What He 
presented was not a consensus of the 
learned nor even, in the classical form- 
ula of the prophets, a “thus saith the 
Lord” —a special message inspired from 
above — but a personal declaration of 
what He expected from those who 
wanted to be loyal to Him. 


THUS, the Sermon on the Mount shows 
Jesus in exactly the same role on the 
green hillsides of Galilee as in the hour 
of His trial before Pilate—the role 
of King. There never has been another 
kingship remotely like His, and no doubt 
there never will be; but the preaching 
of Jesus was not a lecture on the good 
life; it was the address of a ruler to 
His subjects —‘“‘this is how I propose 
to govern My kingdom.” 


THE WORD “CHRIST” is, of course, 
the Greek translation of the word 
“Messiah,” meaning the anointed one, 
the divinely appointed king; and the 
Sermon on the Mount is entirely clear 
about the fact that Christ claimed this 
kingship for Himself. 


IN MODERN America, there are many 
who want to be good but want to do so 
without dogma. They accept, or think 
they accept, Christ’s description of the 
good life, but can trace no connection 
between that kind of life and a set of 
formal intellectual propositions. Fre- 
quently they are troubled by the miracu- 
lous element in the gospels, which seems 
to them to be in conflict with modern 
science, and by the note of intolerance 
in Christianity, which goes right back to 
the New Testament itself. 


SORTS AND CONDITIONS 


SUCH A MAN as the late Albert Ein- 
stein, overwhelming in intellect, sterling 
in personal character, and a frank dis- 
believer in the supernatural, poses a dis- 
comforting problem for the Christian 
Church. Einstein is reported to have said 
that one life was all he wanted; but the 
Christian has a suspicion that God wants 
Albert Einstein to have more, in the 
company of other great minds and great 
souls throughout eternity. 


YET EINSTEIN himself confessed not 
long ago that~ something had gone 
wrong with his chosen vocation. He sug- 
gested that a man who wants to live the 
good life would be wiser to take up a 
useful trade like plumbing and leave 
the pursuit of truth alone. No doubt it 
was in a passing mood of pessimism 
that he spoke, for he certainly knew that 
men seek truth not for the sake of com- 
fort but for its own sake. 


HOWEVER, many another scientist of 
today is facing the fact that the pursuit 
of truth within scientific limits — the 
limits, that is, of what can be weighed 
or measured or verified by experiment— 
may be a good life, but that it can pre- 
sent an almost unbearable danger to the 
practice of the good life by mankind in 
general. Long ago, the second Isaiah 
taunted those who thought that truth 
and goodness and power to save were to 
be found in things they had fashioned of 
wood or stone or metal. Perhaps today’s 
prophets are ready to taunt the idolaters 
of the laboratory and the production 
line. 


WHAT does theology mean? What does 
dogma mean? Among other things, it 
means that truth is more than science, 
that goodness is more than an observed 
human behavior pattern. It means that 
truth and goodness are personal, the 
qualities of a transcendent divine being, 
a totally existent, totally self-determined, 
totally powerful reality — not something 
that we have made, but something that 
has made us and everything around us. 
The total earthly expression of this 
reality is also personal — one who lived 
among us as one of us, did certain 
things, said certain things, and who 
spoke and acted, not like a philosopher, 
not like a scientist, but like a king. 


TO ACCEPT truth is to accept Him and 
then learn truth from Him; to accept 
virtue is to accept Him and then learn 
virtue from Him. We are troubled 
about the aristocrats of truth and good- 
ness who do not accept Him. His pas- 
sionate concern on earth, however, was 
not for aristocrats of any kind, but for 
common folk. “Blessed are those who 
have nothing but me, know nothing but 
me, who are despised and beaten and 
killed for love of Me,” said He. “I am 
the door.” Ultimate reality is not a 
proposition but a person. That is the 
meaning of dogma. PETER DAY. 
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Anniversary 


The Rt. Rev. Robert B. Gooden, 
retired suffragan bishop of Los Angeles, 
will be honored at a special service on 
May 24th commemorating his 80th 
birthday, the 50th anniversary of his 
ordination, and the 25th anniversary of 
his consecration. 

The service will be held on May 24th 
in St. Mark’s, Glendale, Calif. His son, 
Bishop R. Heber Gooden of Panama, is 
expected to fly to Glendale to attend. 


Coadjutor for Oregon 


Oregon’s diocesan convention, meeting 
on April 19th, granted Bishop Dagwell’s 
request that a coadjutor be elected. A 
special election will be held in October 
after General Convention approves the 
request. 

The phenomenal growth of the dio- 
cese and the resulting increase in epis- 
copal duties make the election of a co- 
adjutor desirable. 


Installation May 10th 


The installation of the Rt. Rev. Wil- 
burn C. Campbell as Bishop of West 
Virginia will take place on May 10th. 
Bishop Campbell succeeds the Rt. Rev. 
Robert E. L. Strider, who retired on 
April 9th. Bishop Campbell has been 


™, coadjutor of West Virginia since 1950. 


Presiding Bishop Sherrill will be pres- 
ent as institutor, Bishop Moody of Lex- 
ington will preach, and Bishop Gibson, 
coadjutor of Virginia, will read the les- 
son. Bishop Heistand of Harrisburg and 
Bishop Strider will also take part in the 
service, as will the Rev. John Vernon 
Butler, rector of Trinity Church, Prince- 
ton, N. J., and the Rev. Frederic F. 
Bush, Jr., president of the Standing 
Committee of the diocese of West Vir- 
ginia. 


Coadjutor Election 


Four men have been suggested for 
nomination as bishop coadjutor of Ar- 
kansas by a committee appointed for the 
purpose. They are the Rev. Robert R. 
Brown, rector of St. Paul’s Church, 
Richmond, Va.; the Very Rev. Clarence 


TUNING IN: This issue (May ist) is dated St. Philip and 
St. James because May Ist is the feastday of those saints and 
takes priority over the Sunday, which is the Third Sunday 
Thus the Collect, Epistle, and Gospel are those 


after Easter. 


6 


The Living Church + 


JAMES! 


Sole PAUP. PAWN De aSii. 


R. Haden, dean of Grace and Holy 
Trinity Cathedral, Kansas City, Mo.; 
the Rev. Duncan M. Hobart, rector of 
St. Paul’s Church, Meridian, Miss. ; and 
the Rt. Rev. Iveson B. Noland, suffra- 
gan of Louisiana. 

The constitution of the diocese pro- 
vides that nominations must be made 


BisHop GoopEN: Fifty years of Church 
service. 


from the floor.1 The special committee 
of three clergy and three laymen which 
made the recommendations is not a nom- 
inating committee, and it is anticipated 
that other nominations will be made. 
The new bishop coadjutor will be elect- 
ed on May 5th. 


West Texas Suffragan 


The Rev. R. E. Dicus, rector of the 
Church of the Redeemer, Eagle Pass, 
Tex., was elected Suffragan Bishop of 
West Texas at a special council meeting 
April 18th at St. Mark’s Church, San 
Antonio, Tex. 


DRAMA 


Umbrella Carrier 


A bishop and a college chaplain turned 
actors for two performances of Gilbert 
and Sullivan’s immortal “Mikado” in 
Seattle. Bishop Bayne of Olympia, 
equipped with shaggy wig and gigantic 


of St. Philip and St. James, but the Sunday Collect is a¥ 
after the Saints’ Day Collect. {The rules governing the | 
tion of a bishop vary from diocese to diocese, according t¢ 
constitution of the diocese concerned. 


Ne 


umbrella, excelled as the umbrella ¢ 
rier. The Rev. Lee McArthur, chapi; 
at the University of Washington, wa. 
success both dramatically and vocally: 
Ko-Ko. The performance of the A 
kado” was the first show of a ney 
formed parish Gilbert and Sullivan | 
ciety, the first in the Northwest. T/ 
society is sponsored by Christ Chun 


Seattle, and is under the direction) 
John Andrews, choirmaster and 
ganist. 


Advance sale of tickets showed sj 
out crowds and an extra performance y) 
scheduled. The costumes were brou, 
from Boston and were authentic. J | 
Andrews played the Gilbert and Su, 
van music and directed the entire 
formance from the piano. 

It was a family performance for | 
McArthurs with Mrs. McArthur p 
ing the part of Katisha. Marsha WV. 
Neil, daughter of the Archdeacon, | 
Ven. Walter McNeil, played Peep-)| 
Others in the cast included Richard Y) 
Comb as Nanki-Poo and Terry Sty 
as Poo-Bah. Pish-Tush was played¢ 
Van S. McKenny III. Yum-Yum °} 
played by Antonia Filigno, former pj 
dent of the House of Young Chu: 
men. Joan French was Pitti-Sing | 
the Mikado was Dr. Alvin J. Thod 


son. 


MINISTRY 


Clergyman — Businessman? 


1 
| 
! 
: 
| 


The appointment of the Rev. /] 
Humrickhouse, rector of St. Matthet 
Church in St. Paul, as assistant to? 
president of Pick Industries, has tf 
announced. ‘This St. Paul clergysi 
will have important responsibilities 
securing personnel for the expanc 
atomic energy, mining, ranching, 
manufacturing interests of the Pick! 
dustries. He will also guide the font 
tive stages of setting up a philanthri 
organization. 

He will resign his duties as rectolf 
St. Matthew’s May Ist and will ni 
his home in Grand Junction, Colo(/ 
commenting on the appointment, Bush 
Keeler of Minnesota said, “It is a} 
thing that a vast enterprise, includii{ 
potentiality of a large philanthropic 
ganization, should have on its sta 
clergyman of the Church who can | 
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e its decisions, insofar as philosophy Turning from Europe to Asia, he gee program of Church World Service, 
} Christian social relations in com- said the situation in that area was “not in a brief talk to the editors, appealed 
ities affected by its activities are con- so Pree But he added that the for an all-out effort to obtain more 
shed.” US. “hopeful and trying to bring assurances for refugees. He said this 
{Ar. Humrickhouse, now only 43 years about aii of some sort of cease- would answer the charges of R. M. 
has been at St. Matthew’s since fire” in the Formosa area. Scott McLeod, administrator of the ref- 
tember of 1950. He received his edu- Mr. Dulles said he had in mind a ugee program, that church groups are 
fon in the Minneapolis public schools, cease fire ‘‘whereby force would be re- not interested in giving assurances. 
at the MacPhail School of Speech nounced as a means of achieving national Mr. Elliott praised Mr. Corsi’s efforts 
Dramatic Art, before deciding to goals,” but without renunciation of such to get the refugee program rolling and 
fer the ministry. He was one of six goals, presumably by either Communist said that ‘while the recent experience 
@nessmen who were ordained deacon’ or Nationalist China. [RNS] may have been painful to you personally 
3ishop  Anarehiey December 17, 1947. it may have been just what was needed 
ywn as the ““Bishop’s Men,” they had to wake u eople to what has been 
ed as layreaders because of a war- Refugee Assurances wrong.” eae 

> clergy shortage. Of the six, three Sharp criticism of the administration Dr. Paul C. Empie, executive director 
sts besides Mr. Humrickhouse went of the 1953 Refugee Relief Act was of the National Lutheran Council, criti- 
to the priesthood and are serving yoiced by Edward J. Corsi, former State cized State Department policy. He said 
Hrches in Minnesota and Michigan. Department advisor on immigration, in that the church groups which wanted 
> other two remain deacons.‘ an address to the 36th annual convention to sponsor refugees were not even sup- 
r. Humrickhouse’s associations with the Associated Church Press. plied with the printed forms on which 
non Pick began when Mr. Humrick- Mr. Corsi said that unless the pro- they could file their assurances until five 
@se was parish priest in the Little gram is put in “friendly hands” only a months after the program was enacted 
=ls — Royalston field. They have been fraction of the refugee quotas permitted in August, 1953. 

Bonal friends since that time. Mr. jn the Act will ever be used. Then, after assurances were filed, 
Mx has been much in the limelight they gathered dust in State Department 
Me -his recent sale of a $9,000,000 “The program needs to be administered files for several months more, he 
by people who have confidence that the charged. As a result, church members 
Se ae Se the: Iron ages grew discouraged with the program and 
Pe eee merican citizens — the it became difficult to secure additional 


kind of people our country wants and : i 
Off needs,” Mr. Corsi declared. assuraANCES. ’ - 
ww cers “We need assurances from the church Pave pees eae: etc a 
; : ; ah ss ve al “leading the t to make this a work- 
Mobert J. Cadigan of Philadelphia, EEUU apo cone.) GUC algae io? 2eed Pe , ; 


> : assurance that these assurances will be able program.” [RNS | 
or of Presbyterian Life, was elected seq.” . 


@eident of the Associated Church 

3 ss, organization of editors of non- Mr. Corsi drew a prolonged ovation ORTHODOX 
an publications in the U.S. and from the editors as he left their meet- 
@ada, at its 36th annual meeting in mg to return to a Congressional hear- i 
shington. ing that was being conducted into his Urging a deeper study of theology by 


Mle succeeds Dr. G. Elson Ruff of ouster. laity; Hs RH. Princess leanawier 
Badelphia, editor of The Lutheran. Roland Elliott, director of the refu- Roumania addressed a reception in her 


teter Day of Milwaukee, Wis., editor 
elHe Livinc CHURCH, was elected 
| vice-president and Richard R. 
od of Philadelphia, editor of The 
"nd (Quaker), was named second 
=9-president. 
‘Or. William B. Lipphard of New 
'k, editor emeritus of Missions 
Wnerican Baptist), was reélected exec- 
Sse secretary and treasurer. 
ut elegates voted to hold next year’s 
Mention in Toronto, Canada. 
Hecretary of State John Foster Dulles 
the church editors that unification 
estern Europe is “the greatest sin- 
contribution that could be made to 
peace of the world.” 
Mr. Dulles said the creation of 
Pmething like a United States of 
pope’ has been a dream of many 
ms and “we are on the eve of achiev- 


Princess at Boys’ Home 


Uthat very great result.” RNS 
he Secretary made a brief appear- ACP. Orricers: Elected at the annual meeting, center, Robert J. Cadigan, presi- 

: before the meeting when the editors dent; left, Dr. William B. Lipphard, executive secretary and treasurer; right, 
q a visit to the State Department. Peter Day, first vice-president. 


NING IN: Deacons, in addition to reading the services of the Communion service, and administer the Chalice (Cup) at 
@ining and Evening Prayer (which, with the exception of the time of Communion. Deacons may wear the stole (silk 
@ Absolution, may be read by layreaders), may wear clerical  scarf-like vestment) but wear it diagonally, and may preach 
‘ars, prefix “Rev.” before their names, read the Gospel at their own sermons if licensed by the bishop. 
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honor held at the St. Francis Boys’ 
Home in Ellsworth, Kans., on Easter 
Monday. She and her two daughters, 
Magdalena, 15, and Elizabeth, 13, were 
guests of the St. Francis Boys’ Homes in 
Bavaria and Ellsworth from Good Fni- 
day through Easter Tuesday. 

Speaking on “An Orthodox Looks at 
the Anglican Church,” Princess Ileana 
said, “In the Orthodox Church we have 
many theologians who are not priests. 
A theologian does not need to become a 
priest. Many women study theology.” 

The Princess said that often the prob- 
lems of theology are so well understood 
by laity that they would not accept a 
dispensation from a patriarch of the 
Church. She told of an occasion wherein 
she had once sought a dispensation. It 
was on the occasion of the fast preceding 
the festival of the baptism of Our Lord.! 
“The festival is a great feast in Ortho- 
doxy,” she said, “because it is the one 
place where the voice of the Lord is 
heard. The fast precedes it. I wanted a 
dispensation from fasting on my birth- 
day, but the patriarch answered, ‘I have 
no power to dispense you.’ ” 

The Princess spoke of the Anglican 
and Orthodox Churches as having in 
common the articulation of their Faith 
by the whole Church rather than by an 
individual. She expressed surprise that 
many Churches of Christendom would 
criticize the Pope inasmuch as they in 
turn often expressed their theology in 
terms of one individual — Swedenborg 
or Mrs. Eddy or some other individual. 
“The Anglican and Orthodox Churches 
should be the only ones to criticize the 
Pope,” she said, “because we alone rep- 
resent what the whole Church says.” 

The Princess explained how attach- 
ment to any material thing is avoided. 
“Sometimes people feel that the careless 
treatment of the Orthodox Altar! when 
it is not in use is a mark of dishonor. 
Rather, it is a mark of spirituality. It 
is the Liturgy that is holy, not the Altar, 
or even the ‘words of institution.’ We 
do not claim to know when in the serv- 
ice Our Lord causes the miracle of the 
Real Presence to occur.” 

The Princess said that it was remark- 
able that after 40 years of the greatest 
persecution, the Church in Russia is as 
strong as it ever was. “Christendom can 
never merge with Communism,” she 
said, “because Communism denies God. 
Therein lies its weakness.” 

In addressing the boys at the Bavaria 
unit on Easter Eve, the Princess pointed 
out the importance of Communion in 
two kinds. “In the Old Testament the 
blood of the sacrifice was not to be con- 
sumed,” she said, ‘because it was re- 


TUNING IN: JEastern Orthodox festival of the baptism of 
our Lord is our feast of the Epiphany (January 6th), in its 
older emphasis. [Careless treatment of altar presumably means 
the custom of not bowing before it outside of public worship. 
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garded as conveying the life of the sacri- 
ficed animal. This is why Our Lord spec- 
ified that His blood was to be con- 
sumed. It conveys to us His resurrected 
life.” 

The Princess looked upon intinction! 
as contrary to the will of Our Lord. 
“We need not fear the Communion cup. 
That which conveys life and new health 
will not convey disease,” she said. “Our 
Lord touches only to bless.” 

The Princess and her two daughters 
entered into every phase of the boys’ 
lives at St. Francis during their stay at 
the Homes. The boys were pleased to 
have the Princess teach them a new way 
of playing pool. Horse-back riding, ping 
pong, and an informal dance supple- 
mented the services of the Easter season. 


CWS 


Fraternal Missionaries 


The first of 10 “fraternal mission- 
aries,’ delegated by Church World Serv- 
ice and the World Council of Churches 
to interpret the Refugee Relief Act of 
1953 to refugees still in Europe, arrived 
in Hamburg, Germany, on April 16th. 

The Rev. Alexander Jurisson, who 
assists the Episcopal Church in its refu- 
gee resettlement program, was then to 
begin a two-month tour of 100 refugee 
camps throughout Northern Germany. 
He will be followed by nine other repre- 
sentatives of Protestant and Orthodox 
Churches who will cover similar camps 
in Southern Germany, West Berlin, 
Austria, and Holland. Their job will be 
to acquaint the homeless with the pos- 
sibilities of resettlement in America, an- 
swer their questions about job opportu- 
nities and the social environment here, 
and assist them in their applications. 

Their trips are financed by the Inter- 
governmental Committee for European 
Migration, a cooperating agency of the 
United Nations. 

Mr. Jurisson, an Estonian Orthodox 
priest, was himself in a displaced per- 
sons camp in Oldenburg, Germany, from 
1945 to 1949. He has been instrumental 
in securing the 897 assurances of jobs 
and homes for refugees that Church- 
men have pledged since spring, 1954. 
Total goal of the Church is assurances 
for 1,500 families. 


INTERGHORGHA 
Bishops and Unity 


Full acceptance of the “historic” au- 
thority of bishops is an essential condi- 
tion for the development of a united 
Christianity, Dr. John Knox, professor 
of sacred literature at Union Theologi- 


{Intinction motivated by fear of germs is what is here i 
In Eastern Orthodox Churches the Bread and Wine are 
together after Consecration and fed to the people by the pf 
from a spoon. This is a form of intinction. 


cal Seminary in New York, stated 
the concluding session of the Willi 
Henry Hoover Lectures on Christ) 
Unity sponsored by the Disciples § 
Christ Divinity House at the Univers 
of Chicago. 

While neither the episcopal, pres 
terian, nor congregational structure 
church government can be proved| 
have been established during the time 
the apostles, Dr. Knox said, the inst 
tion of episcopacy “represents a true ; 
all but inevitable sequel to the apost; 
office and function.” 

The theologian said he believam| 
episcopal system originated in the sec 
century with the development of ‘ 
early Catholic’ as contrasted to 
“Drimitive’ Church of the first centy 

Dr. Knox said he feels that, if || 
Churches “agree to agree,” they 
“bound to agree on this historic fo 
whether they think it came about “ 
accident or essential feature.” [R 


SOCIAL SERVICE 
Church Welfare Work Surv 


The first nation-wide inventory of) 
vast health and welfare services of r} 
Roman church agencies is now un 
way. It is sponsored by the Natic! 
Council of Churches. 

Detailed questions about services, s* 
financing, and facilities are being a 
of thousands of church institutions | 
cluding homes for the aged, nurse 
and adoption centers, hospitals, clis 
maternity homes, temporary shelters: 
the homeless, residences for newcori 
to cities, summer camps and city sed 
ment houses, family welfare agen# 
rehabilitation centers and workshop 

The study is part of the prepara’ 
for the pioneering national Confer: 
on the Churches and Social Welfara 
Cleveland, Ohio, November Ist to3 
called by the-N.C.C.’s Division. of H 
Missions and Department of Social Wj 
fare. First of its kind in Amer 
church history, the Conference will bl} 
together 2,000 official delegates to 
cuss how the churches can give gre# 
leadership and service to help Ame 
meet its health and welfare needs. 

The full report on church agencie 
which will be published in book for 
September —is not only designed 
provide vital information for the 
ference, but will also be the first ( 
prehensive guide to church-related | 
fare agencies. It is expected to rel 
both the kinds of service given and) 
number of people helped, as well asi 
nature of the agencies’ relation tof 
church and community. 
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BERIA 
wdered Snail Meat 


Wn the table were little packets la- 
d thus: powdered alligator meat, 
dered snake meat, powdered dog 
t, powdered snail meat. Part of a 
erian baptism reported in a publica- 

of the Holy Cross mission there, 
that the boys to be baptized re- 
nce’ belief in jungle magic. Each 
was given a bit from the packet that 
labeled according to his taboo,! hav- 
agreed that this once at least he 
Id break the tradition that forbade 
eating the flesh of the clan “ancestor.” 

Che boys did not know that the labels 

fe fakes and the contents ground 

Mlaguetta pepper and sugar, or did not 
w it until they had bravely opened 

fir mouths to declare their Christian 

dom. The next step was to say (and 
ly do?) “I spit on all the magic 
licine in the country.” They had also 
eed that the supposedly supernatural 
tele society potentates were under 
ed and needed to be saved like anyone 
® and that they would leave any so- 
Gy if so ordered by the Church. After 


the ceremonies were as usual. 


GLAND 


tness in South Africa 


plea that the British Council of 
Marches undertake to raise jointly with 
@th African Churches a fund of 

10,000 pounds ($2,800,000) to 

engthen Christian witness” in South 
Pica was made by The British Weekly. 
Winglican and other Christian leaders 
Mouth Africa have been strongly op- 
@ng the racial discrimination implicit 
whe apartheid policies of that coun- 
3 government. 

Before this vast sum is swept aside 
Sbreposterous,” the paper said, “let us 
“4ind you that more than that was 
3 2d for the Westminster Abbey Res- 
“Gtion Fund. 
i s the purpose and relevance of 

Histian witness in Africa to millions, 
i » daily become more cynical and con- 
“@ptuous of our professions of faith and 

© Church, of less consequence than 
“% restoration of an ancient building 

“ever pe aticart it has been in our 

honal life? 

ale is not suggested by anyone that 

‘ British Churches alone could raise 
L vast amount and we should not be 
‘Wer shy or ashamed to go to the trade 
' Jns, the great industrial combines, 


: 


NING IN: {All Christians are required, at their baptism, 
frenounce the devil and all his works, the vain pomp and 
. and the sinful desires of the flesh” 
‘ayer Book, pp. 276, 277), though not necessarily in so 


‘by of the world . 
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the employers’ federations and every 
other source of wealth with our case and 
our cause. They would not turn us away 
empty-handed. We would get our one 
million pounds.” [RNS | 


Tokyo GRADUATION: Depth of devotion. 


JAPAN 


Graduation for Four 


The 41st graduation ceremony at the 
Central Theological College, Tokyo, 
was held recently, with four students re- 
ceiving diplomas for completion of three 
years post-college training in academic 
and spiritual discipline. Members of the 
class were exhorted by Bishop Makita of 
Tokyo to bear in mind the fundamentals 
of the Christian faith. ““Academic learn- 
ing,’ he said, “is of little use in the 
ministry of the Church unless it has as 
its foundation a simplicity of piety and 
depth of devotion to Our Lord.” 


SOUTHERN RHODESIA 


Africans Welcome 


Owing to the enormous growth of 
the city of Salisbury which makes it im- 
possible for many Africans to reach on 
Sundays the principal mission church, 
they are being made welcome in the 
European suburban churches; and a step 
forward has been taken in arranging an 
afternoon service in Shona at the Cathe- 
dral, where these services are already 
thronged. Communicants of all races 
are welcomed at the English services at 
7 and 8. 

Ten bells have been given to Salisbury 
Cathedral, and a grant has been made by 


the Dulverton Trust of £15,000 toward 
the building of a tower to house them. 
It is hoped to proceed shortly with the 
completion of the Cathedral which at 
present seats only about 375. 


SOUTH AFRICA 
Native Opposition 


‘Thousands of native children at Benoni 
and Brakpan boycotted schools taken 
over recently by the South African gov- 
ernment from religious organizations. 
Negroes staged a mass demonstration at 
Benoni against the new law on native 
education. About 5,500 native children 
have stayed away from 13 schools in the 
two communities, both major industrial 
towns in the mining area near here. 

More than 5,000 non-Roman mission 
schools were taken over by the govern- 
ment at the beginning of the month, 
when the Bantu Education Act went 
into effect. Native opposition did not 
make itself felt, however, until the 
schools reopened after the Easter vaca- 
tion. 

Of eight Benoni schools affected by 
the boycott, seven formerly were run by 
the Anglican, Dutch Reformed, Metho- 
dist and Apostolic Churches. The other 
was a Roman Catholic mission school 
which had not been taken over by the 
government, but which was boycotted in 
the protest nevertheless. 

Virtually all non-Roman Churches in 
South Africa agreed reluctantly to hand 
over or sell their mission schools to the 
government rather than try to operate 
them on reduced subsidies. The Roman 
Catholic hierarchy refused, announcing 
its determination to raise enough money 
privately to keep its schools going. 

Government authorities estimated 
there were more than 4,600 absentees in 
the native schools at Brakpan and in a 
Roman Catholic school near the town. 

To force compliance with the Educa- 
tion Act, the government has used its 
power to cut off subsidies. Virtually alk 
mission schools have depended almost 
100% on government funds. When the 
Roman Catholic Church refused to hand 
over its schools, its subsidy was cut to 
75 per cent. Observers expect the gov- 
ernment payments eventually will be 
eliminated entirely. 

The government’s Native Affairs De- 
partment plans to appoint a full-time 
religious organizer for the native schools. 
it took over from mission authorities,. 
which they hope will dispose of criticisms. 
that they are neglecting religious edu- 
cation. [RNs] 


dramatic a manner as is here reported. {A New Testament: 
example of taboo (“something which is not done”) is St. 
Peter’s visit to the Gentile Cornelius, as recorded in Acts 10. 
On this see especially v. 28. 
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a great opportunity for adults and children to 


see the Risen Christ in themselves and in others 


By Dorothy Roby Schneider 


HE joyous 50 days from Easter to 

Pentecost! are exciting days in the 
country. Red buds on the maples are 
bursting into flowers, aspens wave their 
gray velvet tassels, and the fiddle ferns 
raise their heads. Baseballs, bats, and 
gloves; bicycles, fishing rods and reels 
change storage places with toboggan and 
skis. Children run home on flying feet 
full of important announcements. 

“The redwings are back, and the 
swamp is full of frogs!” 

“’There’s a bluebird in the apple tree. 
Look, I caught a salamander!” 

These are days of surging physical 
well-being, when children jump out of 
bed in the mornings without being 
called, when adults waken with a sense 
of inexplicable expectancy and a rush 
of energy because the sun is already up 
over the ridge and a song sparrow is 
singing near the window. 

Senses are keenly alert, attuned to the 
delicate whiff of a hyacinth, strained for 
the possible rattle of a snake fresh out of 
its den. There’s a new sense of com- 
panionship in the eagerness of children 
and father to share work to be done, 
overhauling the tractor, plowing the 
garden, hauling and spreading manure. 
Small boys are eager to exhibit the 
strength of men, father asserts he feels 
as young as his sons. 

Parents in Church families can now 
truly share the youth of their children, 
both physically and spiritually. At Easter 
we have arisen with Christ and received 
His new life. Our spiritual lives, peren- 
nially young in the sight of God, are 
refreshed and renewed. Christ’s life in 
us has the vigor of childhood. The joy- 
ous new life of springtime can become 
one with the new spiritual life of Easter- 


TUNING IN: {Period between Easter and Pentecost (Whit- 
sunday) is 50 days counting both Easter and Pentecost and 
But the 40-day period of Lent is 40 
days counting Ash Wednesday and Easter Even, but exclusive 


including the Sundays. 
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tide in the homes of Church families 
who live with the liturgy. 

With the guidance of parents children 
can easily find the relationship between 
the rebirth of nature and their own 
spiritual rebirth. There is one little 
creature who so beautifully speaks the 
message of the Resurrection that it 
seems God must have made him especial- 
ly as a sign to those who search for it. 
He does require searching for, though 
all may hear his voice. It’s a clear sing- 
ing voice, the steady cheering note which 
is the first musical assurance of the cer- 
tainty of spring, the call of the spring 
peeper, tiniest of the tree frogs. 

On a fall walk in the woods one may 
rarely be lucky enough accidentally to 
startle him out from under the dry 
leaves where he is beginning his winter 
hibernation. Even then, when he has 
jumped, it is hard to find him again 
because he changes color to match his 
setting, and he is as satiny red-brown as 
the oak leaves. In the spring one must 
hunt him by going toward the sound of 
his voice (with a flashlight after dark!) 
and searching under the grass along the 
edges of a swamp. But for those who 
find him the reward is great. His throat 
is swelled to enormous proportions to 
sound loud the news that he has come 
forth from his burial beneath leaves and 
moss and snow, and on his now mottled 
and bark-like back, clearly to be seen, he 
carries a cross. 

A hundred years ago the river which 
runs through the center of our New 
England village was teeming with wool- 
en mills, and sheep grazed on most of 
the surrounding hillsides. Now there is 
but one sheep farm in town, and our 
family would not miss a visit there each 
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SPRING Peepers: They carry a sign. 
American Museum of National Histone 


spring to see the new lambs. Once «| 
trip was rewarded by finding one li 
lamb born on Easter Day. Even ei: 
or ten days later he was still pitifu 
fragile on his straight but wavering le 
There was awe in the speechlessnesss) 
the children as we stood looking in 
him through the barn door, so preciag 
so helpless, yet alive! One someh; 
could not speak above a whisper. ““Wej 
like that to God. Newborn on Eas: 
And Christ is our shepherd.” 

How easy it is then to see how 
need Him. He brings us food and wa‘ 
If we should get out of the pen, out i 
the still frosty mornings and nights! 
the field, He searches for us and brit 
us back to the safety and warmth of | 
barn. But He loves us far more tli 
any human sheep farmer loves His sheq 
Yes, even more than this farmer in | 
town whose. devotion to his lambs 
plain to see. He is braver, too, by 
than any human shepherd. If that lilf 
lamb were to wander out on the hit 
way into the path of a thundering trad 
truck who would throw himself to of 
tain death in front of. those crush) 
wheels in order to push the lambf 
safety? Yet our Lord, the Good Shi 
herd, even gives His own life to save] 
from death. 

Even more important to a child tl 
signs of the risen Christ in the world) 
nature is an awareness of signs of 3 
new life of Christ in his own every 
life at home and in his community. . 
our home the light of the Paschal cana 
on our dinner table is a continual /t 
minder that we are reliving the fdf 
days of that first Eastertide, sharing # 
incredible joy of the disciples to wh? 
the resurrected Christ appeared. Wit 
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of Sundays. In 1955 Pentecost falls on May 29th. Both Ea 
and Pentecost were Jewish festivals before they became Chili 
tianized, the former (Passover) commemorating the exahk 
from Egypt, the latter (Pentecost) being a harvest festil! 
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s Gloria reappears in the mass a new 
te of praise and thanksgiving per- 
ates prayers in our home, with a spe- 
1 “Thanks be to God!” that Christ 
es, at morning and evening prayers. 
wigrace learned at camp is sung instead 
‘said: “All give thanks to the God of 
aven, for His mercy endureth forever, 
leluiah, Alleluiah!’’ 
hen we go to bed at night with 
shscles aching from the as yet unaccus- 
ned activities of hiking or gardening, 
is with a consciousness that even our 
ep is newly blessed. After Holy Week 
ne of our palms of Palm Sunday have 
n made into large sweeping crosses, 
= for each bed in the house and placed 
veen mattress and springs. One eve- 
1g’s prayers have progressed from bed- 
e to bedside asking God’s blessing on 
r sleep, that it may be defended from 
dangers and fears and bring us holy 
t, refreshment, and peace. (The chil- 
=n like to ask for pleasant dreams. No 
whtmares, please!) 
Wt is possible for a Church family to 
Derience the presence of the resur- 
ted Christ in its midst until He be- 
es even for the children a living 
Mility. Our Lord Himself has told us 
“at, though the world does not see 
m, we who are baptized by water and 
> spirit and have His life within us, 
shall see Him (St. John 14:19-20). 
surely as He showed Himself alive 
Ghis disciples He is with us, walking 
side us, showing Himself to us. We 
® see Him in our neighbors, our play- 
‘ates, our teachers, the storekeeper, the 
Ms driver, and strangers on the streets. 
Mstertide is what one might call.a great 
rgical opportunity for parents to help 
Idren see Christ in themselves and in 
ers. 
In our family we begin first of all 
h our own Fr. Morrill because he’s 
> easiest. Not the Fr. Morrill, who 
Seasionally finds time for a few turns 
% pitcher or at bat in the field beside 
Mir house, but Fr. Morrill the priest at 
“> altar. At the celebration of the 
Wicharist it is Christ in him who acts 
) High Priest, giving us absolution of 
dir sins, receiving and perfecting our 
ferings, sacrificing Himself for our 
}s, and renewing our lives in Him by 
‘sding us the meat and drink of His 
rn Body and Blood. 
Daily during Eastertide we make an 
irmation of a few simple words which 
p us to find the living Christ. We 
7 them at prayer time, and always 
th the children along with goodbye 
nen they leave for school in the morn- 
zs. “Christ lives in me and in every- 
e I meet!’ Then perhaps a further 
pd as they go out the door, “Don’t 
get to look for Him today.” 
‘Whenever children are the recipients 
special acts of kindness or helpfulness 
f easy for them to see Christ in their 
achers, but the presence of Christ in 
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a teacher is not dependent upon the 
warmth of the teacher’s personality or 
his ability to make a child feel under- 
stood. To obey one’s teacher is to obey 
Christ in him, Christ the Great Teacher 
who came from God (St. John 3:2). 
Has not St. Peter said, “Submit your- 
selves to every ordinance of man for the 
Lord’s sake . . . Honor all men... 
Fear God. Honor the king” (I Peter 
2 :13-17, contained in Epistle for Third 
Sunday after Easter). Christ in us, ever 
obedient to the will of the Father, sub- 
mits to the ordinance of man. Thus may 
a child be led to see the authority of 
Christ the King in the authority of his 
teacher. 

It is sometimes difficult for children 
to see Christ in their playmates, and 
many are the recriminations with which 
they burst forth in description of the 
lying, cheating, despicable behavior of 
some of their contemporaries. Usually, 
if one tries, one can find something good 
hidden within the boy or girl whose bad 
habits are most apparent. Children may 
be told to “look for something nice that 
Kenneth does tomorrow, even one small 
polite or generous thing.” Wherever 
there is good, there is Christ. However, 
children are bound at times to come in 
contact with people in whom they can 
find nothing to like, nothing to admire. 
Sometimes a child must unavoidably 
spend much of his time in close prox- 
imity to an undesirable companion in his 
neighborhood or in his room at school. 

One day our two boys came up the 
road from the school bus in a state of 
violent agitation. Bink was crying, with 
his hand over one eye. Beau was near 
tears in his sympathetic anger on his 
older brother’s behalf. Yes, it was going 
to be a terrific black eye. Mike had done 
it! Had attacked him, for no reason at 
all! Or nothing that was any of his 
business. 

The emotional upset of the children 
made it apparent that this was no ordi- 
nary trivial passing incident. ‘This was 
the culmination of friction between a 
group of children, and it was not the 
first time that one of ours had come 
home spluttering in the aftermath of a 
fight with Mike of the ferocious temper 
— Mike, three years older than Bink. 
We had been praying that God would 
simply dissolve the situation without the 
necessity of any action on our part, but 
it had now reached a point where it 
could not be ignored for it threatened 
to develop into a neighborhood feud. 
At this very moment Mike and his 
brothers and sisters were arriving at 
their home and were telling their mother 
perhaps quite another story. 

“He threw my bottle out the window 
of the bus. He’s got to buy me another 
one! You make him! And he threw my 
book out last week.” Bink was shouting 
and sobbing alternately. 

“Neither of those things was of any 


real value, Bink. And you know Mike 
doesn’t have the money to buy them 
even if money would replace them!” 

“He’s got to pay anyway!” The things 
were of value to Bink. He was furious 
and hurt. 

I said that I would call Mike’s 
mother, ask if she would have him 
come over and we would straighten 
things out. From the telephone I learned 
that the same sort of uproarious scene 
was taking place at Mike’s house, and 
that, of course, nothing that had hap- 
pened was Mike’s fault, according to 
Mike. 

Sometimes there’s a lot to be said for 
having one’s half dozen or so neighbors 
spread out over a radius of about two 
square miles, and the time it took Mike 
to walk to our house allowed tempers to 
abate somewhat. Anger and resentment 
still smouldered within the children, but 
its fringes had burned off by the time 
they sat rather awkwardly around the 
kitchen table where Bink would not 
offer a cookie and glass of milk to Mike, 
but where Mike accepted what was put 
before him. 

Each had a turn to tell his story, with 
interruptions and argument being avert- 
ed only by enforced silence. When they 
had finished each had involved a number 
of other people. It was always, “He or 
she did so and so, and that’s why I 
had to. . .”. When we had heard both 
sides I asked them to consider that each 
of them could have put an end to the 
situation at any time by simply giving 
up, sitting still and doing nothing. They 
admitted it, but it wouldn’t have been 
fair. Each of them then also admitted 
that he had contributed to the whole 
evil. They readily saw that many were 
to blame, that the one very small evil 
which had begun it had become a whole 
mass of wrong-doing, that we couldn’t 
possibly get all those people together and 
portion out the blame and make them 
“pay.” How could it be fair though? 
That was what they wanted. Justice. 
Why should either of them take the 
blame when so many had contributed 
to it? 

At this impasse they were quiet, wait- 
ing for an answer, a neighbor’s child 
noted for his tough-guy tactics, my own 
child feeling he had been wronged, de- 
pending upon me to make things right. 
There is only one possible answer. 

“Our Lord Jesus Christ, who had 
done no wrong, once took the blame for 
all the wrongs of everyone in the whole 
world. He died a terrible death on the 
cross for your sins today, Mike, and for 
yours, Bink, and for all the wrongs com- 
mitted by all the other children on the 
bus. He did it so all that wrong could 
be made right. 

“Thousands and thousands of years 
ago people began to look for a way to 
make things come out even and _ fair, 
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Beyond Poliomyelitis 


EW EVENTS of recent history have been as dra- 

matic as the announcement of the successful de- 
velopment of a vaccine to immunize children against 
poliomyelitis. 
the entire press, radio, and television of the nation 
was good news, and that is something that has not 
happened for a long time. 

It was good news to men and women of every 
political shading, of every race, of every creed. As 
such, it serves as a needed reminder that humanity 
does have something in common after all. 

Dr. Jonas Salk and his fellow-workers take their 
place beside a long line of medical'men who have won 
battles against disease. Yellow fever, smallpox, pneu- 
monia, diphtheria and other scourges of mankind 
have all yielded before the advance of medical 
science. It seems a pity that this brilliant and high- 
minded research is turned almost into mockery by 
the determination of mankind to forge new weapons 
of self-destruction and by our inability to build sig- 
nificant or meaningful lives for ourselves in the added 
time that science now places at our disposal. 

Medically, we cross new frontiers every day. In 
redeemed and redemptive living, most of us have not 
yet crossed our first frontier. Our lives are not 
worthy of the longer span that Dr. Salk and others 
carve out for us. What makes us think that we are 
worthy of the everlasting life that Christ won for us? 

In terms of the real, the crucial values of human 
life, it would be better for us to enter into the King- 
dom of God maimed and twisted with infantile paral- 
ysis than to be whole of body and remain outside. 

Being moody about mankind’s desperate moral 
strait, which robs all our other progress of ultimate 
significance, is, of course, only a form of self-pity, an 
emotional luxury. The Church of Christ has never 
staked its hope upon the progressive spiritual better- 
ment of mankind, nor justified its existence by the 
prospect of earthly success. On the contrary, it 
awaits a day at the end of history when human forces 
of destruction and decay, of pride and hate and self- 
seeking, will be summarily overruled. 

Between that time and now, there is always a 
little judgment confronting us—a World War, a 
clash between races, a bankruptcy, an automobile 
accident — some moment for a nation, a group, or an 
individual in which history and progress and goals 
and achievements are suddenly swept away, and a 
shocked and denuded soul must ask itself: ‘““What 
remains ?”’ 

When being ourselves is not a benefit, when pride 
and acquisitiveness and lust and anger and sloth are 
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For several days the headline news in. 


not even attractive temptations, when good heal 
seems no better than ill health — then it is that w 
face the judgment of God. It happens to someboc 
every day. At such a time, he who has God has ever 
thing; he who has not God has nothing. Most of U 
are somewhere in between, and to us there is give 
the opportunity to reconstruct our world on the bas, 
of the little remnant of divinity that God’s judgmer 
has brought to light in us. 

Poliomyelitis is in full retreat. Communism 
not. Sincere Christian people, including some hight 
placed ones, often complain about Christianity’s pr} 
occupation with such subjects as Christ’s coming ‘ 
judgment, asserting that this remote and unimagi: 
able event does not offer an attractive and salab 
competitor to Communism for winning the supper 
of masses of mankind. 

How true it is! The headlines on one day te 
us of the massive Red Chinese build-up opposi:; 
Quemoy and the Matsus. On another, they tell 1 
of a vaccine that will defend millions of childr 
against crippling or premature death. If the Chri# 
tian Church does speak up on the stage of histori 
it is likely to do so in frantic or futile tones, scoldir 
or bewailing, with a scanty influence that is abow 
equal to its scanty worldly wisdom. Or perhaps ; 
Christian group, speaking in the name of the Churc: 
borrows political and social programs from seculd 
movements. 

As used to be said of the British army, Chrin 
tianity loses every battle but the last. But thos 
among us who thirst for a present relevance of th 
Church to the problems of mankind must remembe! 
that although the world’s last battle may be remo’ 
and vague, each man’s last battle is no more than# 
hair’s breadth away. Even Communists must dil 
For those who escape poliomyelitis, there is still th 
certainty that another cause of death awaits thert 


UT death is not really the problem—it is only al 
obvious terminal point which remains a probler 
unless we have learned how to live victoriously befor 
we meet it. The problem is rather the facing up t 
the moments of divine judgment that descend upc 
us in the midst of our lives. And here again ther 
is a “‘last battle” in which no revolutionary progra: 
of our enemies, no scientific. discovery of our frien 
can possibly have significance in the midst of bur 
illusions and shattered hopes. 
Hence, it is not too important to covet for tH 
Church the role of a great historical force, a head 
line-maker, a world-shaker. This is not the only kin 
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‘universality, not the only kind of present-day im- 
tance. What goes on day by day in every com- 
inity, with its joys, its heartbreaks, its beginnings 
d endings — this is the basic stuff of human life. 
d it is here that the Church’s agelong round of 
rship and sacrament, of rebirth in baptism, of 
rishment in Holy Communion, of strengthening 
sickness and comforting in tragedy, prepares every 
n who will hear Christ’s voice with the equipment 
Siface the judgment that every man must undergo. 
Even the greatest of earthly goods, even the 
cue of future generations from a dread and crip- 
g@ disease must find its true significance in the 
cess of the Christian Church in supplying an eter- 
undergirding for the lives that have been saved, 
enduring dignity and purpose for the bodies that 
e been spared. 


tiring Clergy 


yN JANUARY 1, 1957, some 105 clergymen who 
® at that time will be 72 years old or older will 
W required to retire from the active ministry. The 
thon (Church law) to this effect was passed by the 
fneral Convention of 1949, to take effect seven 
rs and a few months later —a rather odd proce- 
te, which has, however some things to recommend 
At least, the delayed effective date has given 
»se who must retire a chance to plan for their 
ure. And by 1957, the shortage of clergy will 
Houbtedly be less severe than it was in 1949. 
Nevertheless, there has been a good deal of ques- 
ing about this canon ever since it was passed. 
e question the whole principle of compulsory 
Mirement. Others suggest that while the principle 
zood, exceptions to it should be possible. There is 
j§o an apparent grant of authority to the Church 
Mision Fund in the resolution which neither the 
@id nor the average clergyman likes: 


1 “Thereafter [7.e., after retirement] he may engage in re- 
@herative employment in the Church only as the Rules and 
Bulations of the Church Pension Fund may permit.” 


1 The Pension Fund has rules and supplementary 
Micies whereby it distinguishes between a priest’s 
furn to active service (in which case his pension 
st stop) and his filling in on a temporary or emer- 
icy basis in appropriate situations (in which case, 
‘tonditions are right, his pension continues). This 
not a rule of clerical behavior, but a rule of eligi- 
ity for a pension. 
», Even if no other amendment to the canon is made 
Sthe 1955 General Convention, we think that the 
Girding of this provision must be changed to remove 
m the Church Pension Fund the onus of regulating 
® lives of the clergy. 
» As to the general principle of compulsory retire- 
‘nt, we reluctantly agree that it is the right rule in 
Jay’s world. There have been civilizations in which 
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a healthier attitude toward old age prevailed, and 
perhaps there will be a time in the future at which 
a priest over 72 will be recognized as having the 
best years of his ministry before him; but, as a prac- 
tical matter, in the conditions of today, it is probably 
to the best interest of the Church to conform to a 
bustling, unreflective world in this particular. 

Of the total clerical body of about 7,000, the 
number compulsorily retired will be a surprisingly 
small percentage — less than 2%. ‘The explanation 
is that voluntary retirement before that age has 
already become such a well established practice that 
the Church Pension Fund anticipates that of those 
over 72 on January 1, 1957, a large proportion will 
have retired earlier. During 1957, the Fund antici- 
pates that about 25 more active clergy will attain 
the age of 72 and retire. 

Since the custom of retirement is already well 
established, we are inclined to favor the idea that 
exceptions to compulsory retirement be allowed under 
certain circumstances. A committee of the trustees 
of the Church Pension Fund, under the chairmanship 
of Bishop Hart of Pennsylvania, has proposed a re- 
vised canon which reads as follows: 


“Upon attaining the age of 72 years, every Minister shall 
resign from his position in the Church and retire from active 
service; provided that such Minister may continue to serve 
other than in his former position in the Church on an annual 
basis, if the Bishop in whose jurisdiction the work is to be 
done, acting with the advice and consent of the Standing 
Committee or Council of Advice, shall grant his permission 
therefor, in which case such Minister shall not be deemed to 
have retired until such continued service is completed.” 


This canon provides a possibility of continued 
service under conditions which will, we think, guard 
sufficiently against a general abrogation of the prin- 
ciple. Laymen generally seem to favor the concept 
of not permitting the minister to continue in his old 
work. In a straw vote, the House of Bishops, how- 
ever, favored permitting him to continue, with the 
approval of the Bishop and standing committee. The 
Bishops also indicated that they did not think it nec- 
essary to require standing committee approval if the 
priest was to be permitted to take some other tem- 
porary appointment. On this we respectfully disagree 
with our Fathers in God. The Bishop is so very 
much a party to many employment situations that a 
general rule would have little meaning if he could 
make practically unlimited exceptions to it on his own. 

At any rate, some modification of the canon is 
to be expected at the 1955 General Convention. We 
hope that, after the canonical tinkering is finished, 
Church people and official Church bodies will begin 
to consider ways of making the right kind of use 
of the wisdom, experience, and dedication of the 
retired priest. hough he must give up the usual 
tasks of the ministry, surely there is a way in which 
the Church can give leadership to the world in learn- 
ing the uses of old age. 
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For the past five months the Armed 
Forces Commission of the diocese of 
Milwaukee has been making a survey 
of the opinion of chaplains on the need 
of a bishop for the armed forces of our 
country. We present in this issue the full 
report of this Commission, which has 
just been released. 

The report is approved by Bishop 
Hallock of Milwaukee “in principle, 


though not every word.” 


HE Armed Forces Commission of 

the diocese of Milwaukee has com- 
pleted as far as possible the survey of 
chaplains regarding the need for a mili- 
tary bishop. Although only two thirds 
of the chaplains addressed have sent us 
their replies we feel that almost five 
months’ time is adequate for those who 
want to express themselves to have done 
so, and we believe that the general re- 
sponse has been much better than the 
usual returns from most surveys. 

As space permits in this report to the 
Church, we shall include some of the 
arguments on both sides of the question 
to give as comprehensive a picture as 
possible of the views of most chaplains. 
Perhaps we should first repeat the pur- 
pose of our survey. Because there was so 
much uncertainty whether a military 
bishop was needed, and so many claims 
and counterclaims about what the chap- 
lains wanted — many of which came 
from people who had never served as 
chaplains — we decided to make as thor- 
ough a canvass as possible, in the inter- 
ests of reporting the facts as they are 
and not as we (or any others) want 
them to be. 

While the results are pleasing to us 
as proponents of a military bishop, this 
commission hastens to assure those inter- 
ested that we had no axe to grind; we 
were acting for no particular group nor 
for any particular brand of churchman- 
ship (as some correspondents have pre- 
sumed), and we have no intention of 
establishing a lobby in General Con- 
vention for the purpose of roughing-up 
those opposed to the measure. We went 
after facts to dispel the many wrong 
impressions created by proponents and 
by opponents, and we feel that the re- 
sults will speak for themselves. 

We have filed all replies received, 
and we feel competent to estimate the 
general attitude of the chaplains, the 
majority of whom feel that they have 
always been “the loneliest men in the 
armed services’; they feel that the oppo- 
nents of the proposal just won’t admit 
that the details and intricacies of the 
problem can easily be solved either by 
canon revision or simply by mutual un- 
derstanding and courtesy. here are 
always means of solving any problem if 
there is the will to do so. 

Since the Bishop of Milwaukee, hav- 
ing this commission under his jurisdic- 
tion, will no doubt be involved in the 
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What the Chaplains Thinl 


about the need of a bishop for the armed forces* 


matter when it is brought to the floor at 
Convention, we have asked his advice 
and counsel in our work; and while he, 
too, is in favor of the proposal, he has 
not attempted to influence the commis- 
sion in any way. He has been concerned 
only with our publishing a factual report 
on a matter which is of churchwide, 
rather than of diocesan, interest. 

Regardless of our position on the pro- 
posal we have studiously avoided antag- 
onism toward anyone and have kept 
aloof from challenging letters that have 
come to us from those who hold oppos- 
ing positions. To assure those who may 
question our motives, it should be very 
obvious that neither we nor any other 
small group or any individuals will make 
the selection of a bishop for the armed 
forces; we must trust the wisdom and 
caution of the House of Bishops in this 
matter, and we cannot inject the church- 
manship issue into it as many of our 
correspondents have attempted to do. 

In only two cases we requested per- 
mission of the writers to use all or part 
of letters that have come to us — one 


in favor and one opposed to a militd 
bishop. This is the only instance 
which this commission has exercised t 
privilege of selectivity. 

Most chaplains feel that having, 
military bishop solely for prestige py 
poses would be worse than useless; aj 
without impugning the splendid We 
done by Chaplains Hall and Plumb 
the national Armed Forces Divisi 
any good priest or layman could dog 
much in that regard. They feel tht 
having a bishop for confirmation Pr 
poses only would not justify electit 
one. However, most chaplains agree th 
the more important and pressing need 
for a bishop to administer the wh¢ 
work of the chaplains, act as liaison || 
tween them and the Church, mobilij 
church activity (nationally and localll 
in their support, visit and confer wa 
them and with all Churchmen in 1} 
services, effect better understandi 
and cooperation between chaplains ai 
Churchmen on military bases and 1 


*A report of the Armed Forces Comuioaa D 
the diocese of Milwaukee. 


UNSHEPHERDED SHEEP: 252 chaplains want a military bishop. 
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rishes near those bases, meet the myr- 
| needs of chaplains and Churchmen 
rywhere — spiritual, ecclesiastical 
id otherwise; in other words, to be 
pletely a Father in God to all of 
‘pm. Perhaps the most urgent need at 
moment would be effecting the re- 
ignment of some chaplains to other 
sts so that our men would be more 
diciously, spaced in the chaplaincies 
froughout the services, rather than hav- 
x perhaps two or three on one post and 
me at another. 
The following are brief comments 
9m those opposed to a military bishop: 
e have enough top brass now... . 
s a silly proposition. . . . What effec- 
e service could he render... ? How 
Id he fit into the set-up and be at 
p right place at the right time... ? 
e don’t need another, for we have 
ee of them now. . . . We have too 
ny bishops now. . . . It’s the source 
this pressure for a bishop which wor- 
s me. If civilian bishops and 
ests and laymen do their job right 
ere’s no need for another bishop.” 
"Following are some of the numerous 
ments in favor of such a bishop: “So 
any posts in and near San Antonio and 
“far as I can learn there is only one 
Wir force) chaplain of our church... . 
Whaplains have always been the neg- 
§ted men. . . . The bishop is needed 
w with our armed forces totalling 
Yarly three million. . . . Ought to be 
ie for each branch of the service... . 
wshop desperately needed for without 
we are sheep without a shepherd.... 
“wise and active bishop needed since 
®iscopalians in the services are in a 
Post unfortunate situation. ... We pay 
junketing firemen, why not vest the 
ole job in one real spiritual head... . 
ad someone at last got around to this, 
d I will vigorously support you... . 
am in favor if chaplains retain their 
bcesan connections. . . . Please press 
with this at General Convention. . . 
Much is made by opponents of the idea 
Mat there are already plenty of bishops 
ailable but that is not the point; we 
Min’t want a baby-sitting bishop as it is 
& more than just a question of confir- 
Wations. . . . Since we desperately need 
fm and since it is authorized, what’s 
‘>pping it?” 
Of the chaplains favoring the proposal 
wd who made added comments (other 
fan those above) 35 were more than 
‘ithusiastic, while of those opposed only 
ti (other than those above) were more 
jan merely negative. 
» The total number of letters mailed to 
islaplains was 535. Five were returned 
Jundeliverable for various reasons. The 
Immission tried to reach these five 
rough their diocesan offices, without 
Hccess. Of the remaining total of 530 
# received 353 replies which represents 
167% success in the poll. We think 


is is an excellent percentage. To offer 


How Chaplains Replied to Inquiry: 
I am in favor of a bishop for the Services 
I am not in favor of such a bishop 


ALL CHAPLAINS, (ACTIVE, INACTIVE, RETIRED, ETC.) 


Total 


In favor ....252 (71%)....144 
Opposed .... 91 (26%)... 30 
Undecided =) 710) (3'7o)vn. Sint 
Totals 


Army Navy AAF Admin. 


Vet. Branch not Previously surveyed 


Indicated Yes No Not stated 


TABULATION BY PRESENT STATUS 


Active duty 
Ss 


[i 


Inttavor +... 
Opposed ... 
Undecided 


as. unbiased a picture as possible, the fig- 
ures have been tabulated as follows: 

Responding to the question whether 
they had ever been previously polled 
concerning a military bishop, 38 replied 
that they had; 219 answered that they 
had not; 96 did not indicate a reply one 
way or the other. Incidentally, the 38 
chaplains previously surveyed were two- 
to-one in favor of a bishop (25 to 13). 
And by coincidence the replies from 
chaplains now on active duty had the 
same percentages as the replies from 
all chaplains surveyed (71% in favor, 
26% opposed, 3% undecided). 

Of the 69 chaplains now on active 
duty who replied, 49 (71%) are in 
favor, 18 (26%) are opposed, and 2 
(3%) are undecided. 

The two representative letters previ- 
ously referred to are quoted herewith. 
We have taken from each one the most 
important paragraph: 


“T feel that something is being pushed 
too hard and too fast for too little possible 
results. Since this is visibly a lobby being 
formed to make this thing look absolutely 
necessary, I have spared no pains to write 
to my friends who are bishops and assure 
them that this is a tempest in a teapot, 
a vain thing, fondly invented.” 


To which this commission courteously 
replies (since the chaplain has written 
to others) that, far from being a lobby, 
we have (1) simply gathered the facts 
to report them, and (2) the whole sur- 
vey has had as its purpose to offset the 
concentrated activity of a small but very 
voluble lobby already existing, whose 
proportions are somewhat ominous since 
it is composed of people whose official 
positions in the Church command the 
attention and some measure of confi- 
dence from our Churchmen. 
Another letter: 


“Tf this proposal results in bringing about 
a better relationship between military 
bases and the nearby parishes, I am all 
for it; the happy situation created by the 


Not on 
active duty 


hospitable people of St. Andrew’s Church, 
Lawton, should be brought to the attention 
of the whole Church because of the home- 
away-from-home that they have provided 
without stint for the personnel at Fort 


Sill, Oklahoma.” 


All letters and cards received by this 
commission are kept on file, and if any- 
one should question our figures he is 
most welcome to check these files. . . . 

We feel sure that this survey has 
been the most extensive one made in re- 
gard to this controversial matter, and 
we prayerfully hope that it will be of 
value to the Church in determining what 
course to take. We offer our thanks to 
those who gave us their codperation, 
and again making clear to everyone that 
we started this work not simply to joust 
with windmills, but because we felt that 
our young men and women in the armed 
services were not receiving the full ben- 
efits of their Church, and that our Epis- 
copal chaplains are handicapped by lack 
of help, leadership and episcopal guid- 
ance. 

We are thoroughly convinced that 
with the right man elected and conse- 
crated, the very serious problem of fill- 
ing the Episcopal quota of chaplains will 
go a long way toward being solved; it 
certainly cannot be solved under exist- 
ing conditions under which there is no 
one to personally approach our clergy 
and actually demonstrate the need for 
chaplains. We cannot expect our clergy 
to come rushing forward merely in re- 
sponse to a published appeal in the 
Church press. They haven’t done it be- 
fore, and there is no reason to expect 
that they will do it now. We think that 
a bishop functioning as a military suffra- 
gan will remedy that situation. 

For the Commission: 
(Rev.) SypNEY H. Crorr 


*Members of the Commission: Robert T. Hol- 
land, chairman; Rey. William E. Krueger, sec- 
retary; Rev. R. E. Harding, Rev. Canon E. H. 
Creviston, Rev. Sydney H. Croft, Col. Walter 
Hahn, Edward E. Lubnow, Mrs. Harold R. Noer. 
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NEW YORK 
New St. Luke’s 


A ground breaking ceremony was held 
April 14th for the new St. Luke’s school 
building in New York City. St. Luke’s 
is connected with St. Luke’s Chapel of 
Trinity Parish. Taking part in the cere- 
mony were the Rev. John Heuss, rector 
of Trinity Parish, and the Rev. Paul C. 
Weed, Jr., vicar of St. Luke’s Chapel. 
The students of the school joined in the 
procession, saying the litany! as_ they 
marched from St. Luke’s Chapel to the 
site of the future building, on Green- 
wich Street back of the Chapel on Hud- 
son Street. 

St. Luke’s School was begun 10 years 
ago, in a building which was once St. 
Luke’s Home for Aged Gentlewomen. 
At that time the school had an enroll- 
ment of 11 pupils in first through third 
grades. It now has 159 pupils in eight 
grades plus a nursery and kindergarten. 
As enrollment increased, all existing 
older buildings available to the Chapel 
were filled with children. 

Plans for the new building were an- 
nounced in 1953. St. Luke’s block, on 
which the Chapel stands, is the property 


of Trinity Church. Demolition of 23 
dwelling houses (brick two and three 
story residences and apartments) has 
been completed. The new building will 
be a two-story structure with a play- 
ground, of brick with limestone trim- 
mings. It will have room for 200 pupils 
and will be the most modern school in 
Greenwich Village. 

In a statement about the building of 
the new St. Luke’s school, Dr. Heuss 
said: “This act by Trinity Parish is a 
continuation of a policy which has pre- 
vailed since colonial days when the first 
school system in New York City was 
created under the leadership of this his- 
toric church. Over the years, Trinity 
Parish has taken a leading part in the 
establishment of ‘Trinity School, the 
General Theological Seminary, and Co- 
lumbia University.” 


HONOLULE 
No East or West 


Honolulu is much in the thoughts of 
Churchpeople and will continue to be 
so during the next few months, because 
of its selection as the meeting place of 
General Convention in September. 


St. LUKE’s GROUNDBREAKING: Continuation of a Policy. 


TUNING IN: {The litany (Prayer Book, p. 54) is a form of 
corporate intercession (or prayer for various classes of indi- 
It consists mainly of a series of brief paragraphs 
stating, before God, the things for which it is desired to pray. 


viduals). 
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Each paragraph is rounded off by a response by the peopll/ 
clinching it as a prayer. Example: (Minister) “That it mai 
please thee to have mercy upon all men; (People) We beseec 
thee to hear us, Good Lord.” 


What kind of a place is it? Wh 
are its churches like? What kind 
people do they serve? 

This is the second Hawatian chur¢ 
to be described by our Honolulu corrt 
spondent, the Rev. Burtis Doughert 
The first appeared in our issue { 


March 27th. 


Two years ago the first priest of H 
waiian ancestry in the history of th 
Church was sent to be vicar of Holy lil 
nocents’, Lahaina, on the island of Maw 
The Rev. E. Lani Hanchett has move 


into a physical setting rich in the histor 


Rev. E. Lani HancuHett: Firsti 
Hawaiian. ae | 


of old Hawaii and rich in the beauty 
of these lovely islands. Holy Innocenti 
Mission has ministered largely in thi 
past to the Hawaiian people in its ares 
Even today the congregation is maint 
of Hawaiian ancestry, although mos 
and more members of other racial groupi 
are taking their active part in the life ci 
the mission. :. 

One’s first view*of the Church is thal 
of a traditionally Gothic-type structuti 
standing amidst a scene of tropical beau! 
ty. Lahaina was the first capital of H& 
wail and it was here that the Churc# 
made its first forward steps after thi 
founding of a mission in Honolulu. Tk 
English Church left its mark in La 
haina’s Holy Innocents’ Mission. TH 
lectern is one brought around Capi 
Horn from England by the Sisters «1 
the Holy Cross, who conducted a paré 
chial school there for years before th} 
turn of the century. Also displayed i! 
the church is a “Gun Powder and Tre# 


The Living Churai 
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7 
i” Altar Service Book! and a 1795 
@hglish-printed copy of the Holy 
le. 

ofThe interior of the church reflects 
Piglish, American, and Hawaiian in- 
sjences in that graceful blending of cul- 
7% res which is Hawaii. Behind the altar 
ha large oil painting of a Hawaiian 
wadonna and Child.’ This is the work 
ii Dee Blackmar, a New York artist, 
ho finished the painting some 10 years 
Ip. The stained glass windows above 
bP topped by a mural of palm trees 
Minst blue Hawaiian skies. The native 
‘bod altar is in three panels, each of 
‘em depicting one of the basic foods 
the people: breadfruit, fish, and poi. 
tures of rare, and some extinct, island 
yds decorate the pulpit, telling of the 
Mead of Christ’s Gospel among His 
ple here. 

WiLahaina today is changed consider- 
mly from the busy and boisterous whal- 
Me port it was in the days of sailing 
ps. A large sugar plantation and a 
eapple canning factory now provide 
Wlivelihood for many of her residents. 
ere is a warm and joyful sense of 
‘face and friendliness among her peo- 
. The vicar and his family typify this 
Me and spirit which viewers of the 
Mational Council’s new film, ‘““The Song 
The Pacific,” will be able to glimpse. 
obably nowhere is it more possible to 
hse the joy of Christ’s religion in the 
e of Holy Innocents’ Mission than to 
ar its choir and congregation lift their 
ices in praise on Sunday morning sing- 
2, perhaps, “In Christ There Is No 
ast or West.” 


rh 


Q 
j 
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DeEpICATION OF OLD MariINers’ SITE: 
Bishop Emrich hands George W. 
Stark, historian of the City of De- 
troit and senior warden of Mariners’ 
Church, the prayer which was used 
at the dedication.* 


*Left to right, the Rev. Elmer Usher, associate 
rector of St. John’s Church, Detroit, the Hon. 
Albert E. Cobo, mayor of Detroit, the Hon. G. 
Mennen Williams, governor of Michigan, promi- 
nent Churchman, Bishop Emrich, Mr. Stark, and 
Bishop Crowley, Suffragan. 


| Hoty INNocent’s, LAHAINA: Rich in History 


NUNING IN: JAn Altar Service Book is a book containing the 
‘tar service, or Holy Communion. It is somewhat larger than 
‘the Prayer Books used in the pews. The Altar Service Book, 
‘tom which the priest reads the Communion service, is often 
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Detroit News 


MICHIGAN 
New Site 


Dedication of the new site of Mari- 
ners’ Church, Detroit, took place on 
Palm Sunday. Governor Mennen Wil- 
liams of Michigan was present, as were 
the Mayor of Detroit, the Hon. Albert 
E. Cobo, and Bishops Emrich and Crow- 
ley. Old Mariners’ had been moved to 
a place in the new Detroit Civic Center 
from a spot 800 feet away [L. C., Feb- 
ruary 6th]. The cost of moving the 
church, amounting to $250,000, was 
borne by the city. The building, which 
weighs an estimated six million pounds, 
was built for $13,000 in 1848. 

The church will be renovated and a 
new tower built. The bell for the tower 
has been given by a Roman Catholic 
Boy Scout troop. Eventually the church, 
the only one in the Civic Center, will 
house the chaplains to the city and coun- 
ty courts, a book shop, and an Episcopal 
Information Center. 


HARRISBURG 
67th Easter 


A record of 67 consecutive Easters in 
the choir of ‘Trinity Church, Williams- 
port, Pa., has been set by Bert Wood, 
junior warden of the parish. Trinity’s 
senior warden, Marshall L. Hough, has 
sung in the choir for 38 consecutive 
years. 


called a Missal (i.e., Mass book), even though it contains only 
Prayer Book material. 
a legitimate symbol, for it stands for the truth that our Lord 
and His Mother belong to all races of men. 


{A Hawaiian Madonna and Child is 
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“BOOKS 


The Rev. FRANCIS C. LIGHTBOURN, Literary Editor 


A Poignant Appeal 


S the Book of Esther a purely vindic- 

tive piece of writing, having no prop- 
er place in the Canon of Sacred Scrip- 
ture?! Is the Song of Songs nothing but 
a collection of passionate love lyrics that 
must be allegorized into something else 
before they can have meaning for the 
Christian as he reads his Bible? And 
what is the importance of the somewhat 
neglected Book of Lamentations, which 
our King James Version ascribes to 
Jeremiah ? 

These are the principal questions an- 
swered in Esther —Song of Songs — 
Lamentations, by G. A. F. Knight, who 
is Professor of Old Testament Studies 
at Knox College, Dunedin, N. Z. The 
book is the 13th in the series, ‘The 


ESTHER — SONG OF SONGS — 
LAMENTATIONS. Torch Bible Com- 


mentaries. By George A. F. Knight. 
Maemillan. Pp. 140. $1.75. 
Torch Bible Commentaries’ — small, 


handy volumes in large, clear print, tak- 
ing their point of departure from the 
familiar King James text, but prepared 
by scholars versed in the historical and 
literary problems underlying the several 
books of the Bible. 

This particular volume is somewhat 
heavily weighted on the side of exposi- 
tion, rather than of exegesis; but the 
exposition is of a high quality, always 
illuminating, and of profound spiritual 
insight. Preachers should gain from it 
some useful ideas for Biblical sermons, 
and the general reader will certainly 
understand Esther, Song of Songs, and 
Lamentations better after he has read 
them in the light of Mr. Knight’s treat- 
ment. 


T was Reinhold Niebuhr, I think, 
who singled out Alan Paton’s Cry, 

the Beloved Country as the only really 
successful religious novel. 

Not only has this story, published in 
1948, been put on the screen, but it has 
been produced as verse drama, its initial 
performance taking place at the Church 
of St. Martin in the Fields, London, in 
February 1954. 

This verse drama adaptation of Cry, 
the Beloved Country is now available in 
published form. Its author, Felicia Ko- 
mai, was born in London in 1926, the 
daughter of Gonnoske Komai, Japanese 
poet and author, and an English mother. 
She wrote the verse drama in her off- 
duty hours as a secretary. 

Paton’s Cry, the Beloved Country is 


TUNING IN: {Canon is from a Greek word meaning “rule” or 
The Canon of Sacred Scripture is the collection 
of books regarded as “standard” or authoritative. The Jewish 
Canon was not formally closed until about the end of the first 


“standard.” 
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not long as novels go; and those who 
have not read it have missed something. 
They will also have missed something if 


CRY, THE BELOVED COUNTRY. 


A Verse Drama Adapted from Alan 
Paton’s Novel by Felicia Komai, with 
the collaboration of Josephine Doug- 
las. Friendship Press. Pp. 79. $1.50. 


they fail to read Miss Komai’s even 
briefer dramatic adaptation, with its 
poignant appeal definitely redolent of the 
original. 


In Brief 


THE FORM OF THE CHURCH. By 
A. G. Hebert. London: Faber & Faber. 
Pp. 138. 12/6 (about $2). 


A new edition of an important work 
originally published in 1944 and three 
times reprinted. 

Fr. Hebert, who is known for his 
Biblical approach to the doctrine of the 
Church, says in the Preface: ‘““The main 
part of the book stands as it was. But the 
last chapter, on the Apostolicity of the 
Church and the problem of Episcopacy, 
met with severe criticisms from many of 
the reviewers; and it seems to me now 
that these criticisms were largely justified, 
at least as regards the manner in which 
I presented my argument. ... The last 
chapter therefore has been completely re- 
written.” 


A DIARY OF READINGS. Being an 
anthology of pages suited to engage 
serious thought, one for every day of 
the year, gathered from'the wisdom of 
many centuries. By John Baillie. Scrib- 
ners. Pp. 385. $2.50. 


Adequately described by subtitle. Selec- 
tions never exceed a page. Pages num- 
bered “Day 1,” “Day 2,” ete:, through 
“Day 356.” A wide diversity of writers — 
ancient, modern, and contemporary — rep- 
resented (e.g., St. Athanasius, Jeremy 
Taylor, Albert Schweitzer, William Tem- 
ple, John Bunyan, Charles Kingsley, 
Thomas Aquinas, St. Teresa, etc., etc.). 

Contains index of sources. Excellent 
print and format. 


RELIGIONS OF THE ANCIENT 
NEAR EAST. Sumero-Akkadian Reli- 
gious Texts and Ugaritic Epics. Edited 
with an Introduction by Isaac Mendel- 
sohn. Liberal Arts Press, 153 W. 72d 
Str News ork Nin ene pax 4s 
Paper, $1.75. (Cloth-bound edition not 
yet available.) 


Fourth volume in series, “The Library of 
Religion.” Other volumes: I — Buddhism. 
A Religion of Infinite Compassion, ed. by 


century A.D. Meanwhile the Christians had adopted as the} 
Bible the Septuagint Greek Version of the Old Testameni 
including the Apocrypha, and by the end of the fourth centuti 
had added to it the books of the New Testament. 


Clarence H. Hamilton; I] — Hellenisy 
Religions. The Age of Syncretism, ed. } 
Frederick C. Grant; III — Judaism. Pos) 
biblical and Talmudic Period, ed. by Sai 
W. Baron and Joseph L. Blau. 

Primary aim of series is “to make avak 
able to American students the most esse 
tial texts in the religious literature of th 
world.” 


SCRIPTURE TO LIVE BY. By Deri 
thea S. Kopplin. Garden City: Hanov« 
House. Pp. 222. $2.50. i 


A number of short passages of Scriptus 
arranged for meditative purposes und 
headings corresponding roughly to 5) 
quence of events in Old and New Testi 
ments. Based on King James Version. 


INDIA’S WALKING SAINT: TH 
STORY OF VINOBA BHAVE. E 
Hallam Tennyson. Doubleday. Pp. 22 
$3.50. 


Vinoba Bhave is said to be regarded | 
Gandhi's followers as his heir. Halla 
Tennyson is the great grandson of tht 
poet. 


THE CATHOLIC SHRINES OF E 
ROPE. By the Rt. Rev. John K. Car 
wright. With photographs by Alfre 
Wagg. Foreword by Most Rey. Mart 
J. O’Connor. McGraw-Hill. Pp. 212. $i 


Over 200 photographs, with eight pagi¢ 
in full color, of cathedrals, churche 
chapels, monasteries, etc., in Italy, Franaj 
Spain, Germany, England, Ireland, ani 
elsewhere, with explanatory text. A hance 
some production that would make a fir 
gift. 


HOLY BIBLE: REVISED STANT 
ARD VERSION (No. 2803). Thoma 
Nelson & Sons, 1953. Pp. 981. $2.5 


Text edition, with presentation pag 
several colored illustrations, and map 
Suitable for Sunday School award, ete. — 


Books Received 


MAKING RELIGION REAL. By Nels F. S. Fermi 
Harpers. Pp. 157. $2. ‘ 


THE ENGLISH CHURCH IN THE FOU® 
TEENTH CENTURY. By W. A. Pantin. Ne} 
York: Cambridge University Press. Pp. xi, 291. &! 


HYGIENE OF THE SOUL. By F. W. Zeylmaud 
Van Emmichoven, M.D. Whittier Books. Pp. 17 
$3.50. a oy 


FRANCE: THE TRAGIC YEARS 1939-1947. Al 
Eyewitness Account of War, Occupation, and Li- 
eration. By Sisley Huddleston. Devin-Adair. Pi 
xxiv, 360. 

NEGLECTED SAINTS.* By E. I. Watkin. Shee 
& Ward. Pp. xiii, 241. $3.50. | 
FINDING GOD WITH THE SAINTS. By Thome 
S. Kepler. The Upper Room, 1908 Grand Aves 
Nashville 5, Tenn. Pp. 30. Paper, 15 cents. 


TEMPTATION. By Dietrich Bonhoeffer. 


Maem) 
lan. Pp. 47. $1.25. | 


*St. Martin of Tours, St. Bruno, St. Hugh | 
Lincoln, Blessed John of Montmirail, Blessed Jol 
dan of Saxony. and Blessed Diana D’Andal} 
Blessed Osanna of Mantua, St. Thomas of Villl! 
nueva, Blessed Anthony Grassi. 
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DEATHS 


Ri “Rest eternal grant unto them, O Lord, and let light perpetual shine upon them” 


‘@theodore M. Burleson, Priest 


fhe Rev. Theodore Mann Burleson, 

W#died on February 24th at the Gen- 

‘08 Hospital, Kansas City, Mo. 

“Syr. Burleson was canonically resident 
he diocese of Louisiana. He had been 
ed on the total and permanent dis- 
ity list last July after he was injured 

‘Jan automobile accident in Kansas 

y. He had been in ill health since that 


r. Burleson was born in Grand 
“irks, N. D., on October 14, 1902, the 
»4 of the Rev. Edward W. Burleson 

Alice Wilcox Burleson. 

During his ministry he served as mis- 
‘Mhary in dioceses in the northwest, 
@lwest, and Louisiana. His last active 


k was as curate of St. Andrew’s, 
sas City, Mo. 
n World War II, Fr. Burleson 


“Wved as a chaplain and did extensive 
5.O. work in this country. 
e was a Mason, and a member of 
Scottish Rite. 
WRurviving are his wife, Mrs. Ruth 
O#rleson, and a son, Noel Burleson, of 
Bnsas City; two other sons, Cameron 
# Burleson of Baltimore and Forrest 
wf Burleson of the air force; his father, 
m Rev. Edward W. Burleson, of 
alla Walla, Wash., and three brothers. 


f 
Robert M. Kellerman, Priest 


The Rev. Robert McNaghten Keller- 
Wn died April 7th. He had been rector 
Christ Church, Monticello, Fla., since 
3. 
9Mr. Kellerman was born in Orange, 
vass., in 1890. Ordained in 1933, he 
ed as rector of the Church of the 
‘pvenant, Junction City, Kan., 
133 to 1935, From 1935-t0 1938 he 
ted as chaplain to the C.C.C. in 
b-and Marais, Minn. He was rector of 
Urinity Church, Bellaire, Ohio, 1938 to 
744; of Nelson parish, ‘Arlington, Vas, 
: 44 to 1947; of St. Paul’s Church, 
yinton, N. C., 1947 to 1949, while 
“0 Serving as " priest-in-charge oF ot 
Nabriel’s, Faison, N. C.; and priest-in- 
Harge of St. John’s Church, Warring- 
Bn, Fla., 1949 to 1953. 
*Mr. Kellerman is survived by his 
ife, Alice Dorothy Vought Kellerman. 


= 


Brcot Alice Postlewaite Mizner 


* Margot Alice Postlewaite Mizner, 
midow of the Rev. Henry W. Mizner, 
ed February 3d at Parkesburg, Pa. 
he was 84. Mrs. Mizner was active 
) women’s parish work when her hus- 
ind was priest-in-charge, and later rec- 
‘tr, of St. Stephen’s House, St. Louis, 
do., from 1901 to 1926. She was alse 


'tive in church work at the American 


fay I, 1955 


from | 


pro-cathedral in Paris, where she lived 
from 1927 to 1939, and at St. Luke’s 
Chapel, Trinity Parish, N. Y., where 
she has been since then. 

Mrs. Mizner was the great-grand- 
daughter of the first missionary to the 
Indians in Minnesota, the Rev. Ezekiel 
Gilbert Gear. She is survived by a 
daughter, Alice Mizner Lewitin, and a 
granddaughter, Margot Lewitin. 


Mabel J. Korndoerfer Walker 


Mabel J. Korndoerfer Walker, wid- 
ow of the Rev. Colin Campbell Walker, 
died March 19th. Her husband was rec- 
tor of St. Ann’s Church, Brooklyn, 
N. Y., from 1907 to 1917. Mrs. Walker 
is survived by two daughters, Mrs. Wil- 
liam A. Somerville, and Phyllis H. 
Walker. 


Kathryn Brodhead 


Kathryn Stark Brodhead, 79, died 
April 5th in a Topeka, Kan. hospital. 

Born at Taylor, Pa., she-came to 
Kansas in 1915. Her husband, the late 
Rey. John Erwin Brodhead, was a 
priest in the diocese of Kansas, being 
rector of St. John’s Church, Abilene, on 
his retirement in 1934. He died in 1944. 

Survivors include a daughter, Mrs. 
A. P. Batchelor, Topeka; two sons, 
Stark Brodhead, Schwartz Creek, Mich., 
and Richard Brodhead, Marion, Kan., 
seven grandchildren and three great- 
grandchildren. 


Walter S. Fleming 


Walter S. Fleming of Scarsdale, 
N. Y., a retired Church organist, died 
April 5th at the age of 74. Until his 
retirement he had been in charge of 
music at the Church of St. Mary the 
Virgin, New York City, and at St. 
Peter’s Church, Port Chester, N. Y. In 
Scarsdale he was a leader in the Church 
of St. James the Less. 


Eva Earp 


Eva Earp, 84, died at her home in 
Wilmington, Del., on April 5th. She 
was the wife of the Rev. Dr. Joseph H. 
Earp, Honorary Canon of the Cathedral 
Church of St. John, Wilmington. They 
had observed their 59th wedding anni- 
versary on March 5th. 

Born in Strasburg, Pa., Mrs. Earp 
had been active in Church work since 
her youth. In 1919, she came to Im- 
manuel Church On The Green in New 
Castle, Del., when Canon Earp became 
rector of that historic church. In 1939, 
Canon Earp was appointed a Canon of 
the Cathedral in which capacity he 
served until his retirement 10 years ago. 
At the time of his retirement, Dr. Earp 


was given the title of Honorary Canon 
and serves as his health and other activ- 
ities permit in Cathedral services. Mrs. 
Earp took a leading part in all Im- 
manuel Church affairs and when she 
came to the Cathedral with her husband, 
she became active in the Woman’s Aux- 
iliary and other Cathedral groups. 

In addition to her husband, Mrs. 
Earp is survived by a son, John Earp, 
Shipley Heights, Wilmington; a daugh- 
ter, Marjorie Earp, New York City; 
and a sister, Emma Herr, Lancaster, Pa. 


Aurora T. Rayner 


Aurora T. Rayner, 90, a past presi- 
dent of the Woman’s Auxiliary of the 
diocese of Delaware, died at her home 
in Wilmington, Del., on April 8th. She 
was the widow of Robert B. Rayner. 

Mrs. Rayner was a past president of 
Daughters of the Founders and Patriots 
of America, past president of the Wil- 
mington New Century Club and of the 
governing board of the old Homeo- 
pathic Hospital (now The Memorial 
Hospital), Wilmington. She had served 
on the board of the YWCA and Min- 
quadale Home and was a member of 
St. Andrew’s Church, Wilmington, 
Del. Born in Vermont, Mrs. Rayner 
had resided in Wilmington for 65 years. 

A daughter, Mary Rayner Bardsley 
of Wilmington, survives. She also is sur- 
vived by ten grandchildren. Her two 


sons, David T. and Balmer J., are dead. 
Theodore Carrington Jessup 


Theodore Carrington Jessup of Ridge- | 
field, Conn., brother of Philip C. Jessup, 
former United States Ambassador-at- 
large, died April 5th. He was 63 years 
old. He was a former vestryman of St. 
Stephen’s Church in Ridgefield. After 
serving as an Army Captain during 
World War I, Mr. Jessup was head- 
master of the Ridgefield Boys’ School. 
He retired in 1933. 

Surviving, besides his brother, are his 
wife, Caroline Margaret Starr Jessup; 


a son, Frederick Peterson Jessup; a 
daughter, Mrs. William Webster of 


Chicago, two granddaughters, and three 
other brothers. 


Katherine Keeler Whitman 


Katherine Keeler Whitman, widow of 
the Rev. Walter Freeman Whitman, 
died April 6th at Nashotah, Wis. Fr. 
Whitman, who was professor of Church 
history and moral theology at Nashotah 
House Seminary, died in 1953. Mrs. 
Whitman lived in Oxford, England, 
from 1922 to 1924; since which time 
she has lived at Nashotah. 

For many years, the Whitmans were 
friends, advisers, and confidantes of suc- 
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ceeding generations. of Nashotah stu- 
dents, and Mrs. Whitman in her quiet 
way became one of the most important 
personalities of the Nashotah campus. 
Her wide-ranging interests and her 
deep reserve of cheerfulness made after- 
noon tea at the Whitmans’ a must for 
students and faculty alike. 

Her only son, John, died in childhood. 
She is survived by a sister, Helen R. 
Simpson, wife of the Rev. Alexander 
Simpson of St. Luke’s Church, Racine, 
Wis.; and by a brother, Robert B. Kee- 


ler of Cincinnati, Ohio. 
Ruth McClelland Saunders 
Ruth McClelland Saunders, wife of 


the Rev. Benjamin W. Saunders who is 
rector of St. Stephen’s Church, Racine, 
Wis., died March 30th in Racine. Mrs. 
Saunders was 62. 

A native of Juneau, Wis., she was a 
graduate of Milwaukee Downer College 
and taught home economics in Madison, 
Wis., for several years. While in Racine 
Mrs. Saunders had been president of the 
diocesan altar guild of the diocese of 
Milwaukee. 

Survivors besides her husband are a 
son, David Saunders, Madison, Wis.; a 
daughter, Mrs. Reginald Stevens of 
Wolfeboro, N. H.; a brother, Harold E. 
McClelland of Madison; and six grand- 
children. 


Grace Crain Marks 


Grace Crain Marks, 73, wife of.the 
Rev. Harvey Blair Marks, died recently 
at her home in East Providence, R. I. 
Her husband is rector emeritus of St. 
Philip’s Church, West Warwick, R. L., 
and also served as rector of St. An- 
drew’s, Harris, R. I. Before going to 
Rhode Island they had lived in Cham- 
bersburg, Pa. Mrs. Marks was an active 
member of St. Philip’s and its various 
societies. 

Besides her husband, Mrs. Marks is 


survived by three nieces and a nephew. 


Helen MacGregor Forde Batty 


Helen MacGregor Batty, widow of 
the Rev. Edward Joseph Batty, died on 
the 19th of March at the home of her 
daughter in Pleasanton, Calif. She is 
survived by four children, Mrs. M. W. 
Ellsworth of Pleasanton; Edward L. 
Batty of Atlanta, Ga.; Mrs. H. D. 
Sohns of New York City; Arthur B. 
Batty of Lompoc, Calif.; and by four 
grandchildren. 


Janet A. Stewart 


Janet A. Stewart, wife of John M. 
Stewart, died at the age of 69 at her 
home in Wilmington, Del., on March 
24th. Her husband is president of the 
lay readers’ league of the diocese of 
Delaware. Mrs. Stewart was born in 


DEATHS 


Massachusetts, but had lived in the V 
mington area for approximately 
years. She was a member of Calvaj 
Church (Bishop Cook Memorial), Hil 
crest, Wilmington, Delaware. | 

In addition to her husband, M 
Stewart is survived by a son, Gordon | 
Moran, of Winston Salem, N. @ 
three brothers, John Fraser of Ne¢ 
Haven, Conn., James Fraser, Wilmin 
ton; and Alexander Fraser of Mass 
chusetts; three grandchildren; thi 
great-grandchildren; and several nie¢ 
and nephews. Z| 


Paul Lyman Moses 


Paul Lyman Moses, communicant ar 
clerk of the vestry of Christ Chure 
Ontario, Calif., died suddenly Mar 
31st at the age of 57. Mr. Moses 
head of the science department at Cha 
fey High School. He served on the ve 
try of Christ Church as well as on mag 
committees for the renovation of t| 
church and rectory. 

Surviving are his wife, Betty; 
daughter, Mrs. James Fuller of Clan 
mont, Calif.; a son, Richard L. Mose 
obethe US. Navy; and two grandchl 
dren. 


Previously acknowledged ............ 
Jini. Hs Providences: «in. rete 100. 
Mr. & Mrs. J. B. H., Martinsburg .... 50.1 
$25 each from: N.M.C., Ithaca; R.C.E., 
Cambridge; Mr. & Mrs. F.S., Milwau- 
kee; Mrs. A.L.S., Houston; E.R.W., 
GrandvViews.ot.2.eee ee Coe 125 
Mirss MUGS A. Plaintields ane sees 20. 
$15 each from: Mrs. W.A.F., Elyria; 
W.H.S., East Orange; V.C., Evans- 
ton; Mrs. H.B., Sr3~Kansas City ... 60.4 
$10 each from: W.E.B., Staten Island; 
M.B.M., Montclair; M.G.A., Glen- 
brook; Mrs. R.B.H., Haverford; Mrs. 
T.L.A., Fort Wayne; W.E.M., Jr., 
New York; D.A.W., Glencoe; Mrs. 
T. H. P., Greenwich; A. A. K., Mc- 
Allen; \A. L. L., Saint’ Paull; Mrs. 
jJ.J.W., Denver; A.A.S., Stamford. . 120. 
RS G.5Bes Indianapolis’. see ee ls 
$5 each from: E.J.C., Blue Hill; Mrs... 
L.C.W., Waco; Mrs. A.E.S., Warren- 
ton; Mrs. W.C.N., New Brunswick; 
Anonymous, Peoria; H.L.A., Denver; 
Mrs. A.E.H., Beaufort ;..Mrs. J.F.A., 
Waverly; G.R.M.,~* Albany; J.H.1., | 
Jr., Hartsdale; R:W.K., Forest Hills; 
Mrs. W.H.P., Williamson; W.W.D., 
Atlanta; Mr. & Mrs. H.M., Warren; 
W.S.T., Greenville; R.C.C., Danville; | 
G.B.H. Jr., Atlanta; P.M., Fort Lau- 
derdale; Mrs. C. E. W., Midlothian; 
| 
: 
: 


Mrss Gu Re Ra Start. oa oe 100.') 
$3 each from: M.G., Milford; J.L.W., 
Peekskill xc tres ashe teeelaer eee 6.5) 


$2.50 each from: Mrs. D.T.H., Welles- 
ley; Mrs. J.S.L., Jr., Greenville; Mrs. | 
Roe Plein obileymrs.i pens tector = pees Thal 
$2 each from: V.A.A., Jr., Hampden- 
Sydney; R. M. B., Philadelphia; 
D.W.C., Jr., Baltimore; Mrs. E.G., 
New York; Mrs. H. W. R., Morris- 
ville; A.O., Mesa; H.C.S., Sedalia; 
W.L.P., Lexington; C.W.B., Bloom- 
ingtony crys eh erin Oa el ee 18.4) 
$1 each from: O.K., Cambridge; M.J.Q., 
Albany; Mrs. P.F.D., Scotia; Mrs. 
R.P.R., Marblehead; D.V.F., Girard; 
Mrs. W.E.S., Catonsville; E,W. R., 
Decatur; Mrs: D:S3 Girard 27.05 s08 8.4 
Bo WieA:, Omvahayciy eyaeetee cite eee at 
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Eastertide 
(Continued from page 11) 


) the Way you're doing today. But 
if just wasn’t any way to make up 
mill the evil in the world, because the 
Wt of it is that whenever people have 
evil things they have not only 
f other people, they have hurt God. 
simply couldn’t make things come 
fair for everybody, and they 
nt find a way to make it up 
Yhod for all the many, many times 
#had offended him. So Christ made 
» for them. He took the blame, not 
* for the people who lived thousands 
mars ago, but for all the people for 
ve time to come. He took the blame 
Mvhat you and the other children did 
#y. And He did it so that you could 
# a new life, with a new kind of jus- 
Sand fairness. 


ere was no answer. Each of the 

sneaked a glance at the other, afraid 

What the other might think if he an- 
ed first. 

Vell, how did Christ teach us to 

? ‘Our Father, who art in heay- 

s.. Come on, say it.” 


you're sorry, and forgive each other. 
-’s the way that Christ gave you to 
wrongs come out right.” 

‘here were no formal apologies. Each 
as asked solemnly in turn whether 
@rgave the other boy at the table and 
he others on the bus for what they 
adone. And each answered, “Yes,” 
io humbly. 

few minutes later the two who had 
bitter antagonists for weeks were 
i standing out in the driveway with 
| arms around each other. 

his is what new life in Christ can 
ti for children when they have be- 
& submerged by sin into widespread 
and hate. Christ destroys the sin by 
iideath and lifts them up to a higher 
tb} of justice, gives them His own new 
Hperfect justice. This is the reward 
flastertide, a share in God’s love, 
mh excels justice. 


'CU CYCLE OF PRAYER 


May 
Mst.. Mark’s, Cocoa, Fla.; All Saints’, San 
& Diego, Calif.; St. Mark’s, Geneva, IIl.; 
. St. James’, Leesburg, Fla. 
(church of the Advent, Boston, Mass.; St. 
") Mark’s Mission, Honolulu, T. H. 
Wi3t. Paul’s, Brookings, S. D. 
©st. Augustine’s, Rhinelander, Wis.; The Rev. 
" Mortimer G. Hitt, Flushing, N. Y. 
‘christ Church, Riverdale-on-Hudson, N. Y. 
3st. Michael’s, Fort Worth, Tex.; Grace and 
1) Holy Innocents’, Albany, N. Y.; Church of 
4 the Intercession, Stevens Point, Wis. 
i Crinity, Brooklyn, N. Y.; St. James’, Long 


sf Beach, N. Y.; Trinity, New Castle, Pa. 


i ROLES 


si ciacamaa  a 


“Thy will be done, though in my own undoing.”’ 


—SIR THOMAS BROWNE 


Be: of prayer which have 
welled up in the hearts of sincere 
persons of many cultures and in many 
lands —Donne, St. Patrick, Robert 
Louis Stevenson, A Kempis, Ben 
Jonson, Pascal, Queen Elizabeth .. . 
Here are prayets ranging from those 
of the early saints to the spontaneous 
outbursts of everyday people—chil- 
dren, housewives, athletes. $3.00 


At your bookstore 


GREENWICH, 
CONNECTICUT 


id 


«Pulpit and Choirs: 
Headquarters for 
{ RELIGIOUS SUPPLIES 


Church Furniture - Stoles 
Embroideries - Vestments 
Hangings - Communion 
Sets . Altar Brass Goods } 


CATALOG ON REQUEST ut MI 
CHURCH GOODS ONE 


SUPPLY COMPANY 4 


The Manitowoc Church Furniture Co. 
Designers — Craftsmen 


PEWS 
Tracery and Carving 
Dept. Q 
WAUKESHA WISCONSIN 


VESTMENTS 


Clergy and Choir 
Clerical Clothing-Church Hang- 
ings-Ornaments and Materials. 


Catalog Free. 


THE C. EK. WARD CO. 
NEW LONDON, OHIO 


MEMORIAL TABLETS 
IN BRONZE and BRASS 


Send for illustrated brochure No. LCIM 


Gy RELIEF » INCISED » ENAMEL 
F. OSBORNE & CO., LTD. 
117 GOWER ST. LONDON W.C. 1 ENGLAND 


Alltar Brassware 


CROSSES + CANDLESTICKS 
VASES +- COLLECTION BASONS 


Write for copy of our new catalog 


R. GEISSLER, INC. 
23-08 38th AVE., LONG ISLAND ory 1, 8. ¥. 


The Rembrandt of Pictorial Plates 
ORGANIZATIONS 


Sell these exquisite 10-inch PICTORIAL PORCE- 
LAIN PLATES as cherished mementos of your 
Church, Courthouse, Hospital, School, etc., fired 
with a beautiful etching-like reproduction of Your 
Own Building in handsome ceramic color. Whole- 
sale prices. Organizations only. Without obliga- 
tion, write for free illustrated literature ... 


Ask for Folder H. 
Edwards CHINA & GLASSWARE CO. 


ROCK HALL, KENT COUNTY, MARYLAND 
China for Hotels, Clubs, Dining Rooms, etc, 


Trorvvoe FOLDING BANQUET TABLES 


If you are on the Kitchen Committee of some 
Church, Lodge, Club, School, ete., in your town 
you will be interested in this modern Folding 
Banquet Table. Write for Catalog and special 
discounts to institutions and organizations. 
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SCHOOLS 


FOR GIRLS 


All Saints’ Episcopal 


Accredited 2 yr. college, 4 yr. high 


For girls. 
Situated in 


school. High academic standards. 


historic Vicksburg National Park. Near Natchez. 


Separate music and art departments. All sports, 

riding. For viewbook and bulletin, address: 
THE REV. W. G. CHRISTIAN, Rector 

Box L Vicksburg, Miss. 


ST. JOHN BAPTIST 


School for Girls 

Under Sisters of St. John Baptist 
An Episcopal country boarding and day school for girls, 
grades 7-12, inclusive. Established 1880. Accredited 
Music and 
Art. Ample grounds, outdoor life. Moderate tuition. 
For complete information and catalog address: 

Box 56, Mendham, New Jersey 

THE SISTER SUPERIOR 


College Preparatory and General Courses. 


MARGARET HALL 


Under the Sisters of St. Helena (Episcopal) 


Small country boarding and day school for girls, from pri- 
mary through high school. Accredited college preparatory. 
Modern building recently thoroughly renovated includes 
gymnasium and swimming pool. Campus of six acres with 
ample playground space, hockey field, and tennis court. 
Riding. 

FOR CATALOGUE AND “AVE CRUX,” ADDRESS: 
Sister Rachel, Prin., O.S.H., Box B, Versailles, Ky. 


Be coin MarvialHall) 


f = 
j Saint Mary’s Hall 
¢ FARIBAULT, MINNESOTA 
( Episcopal Secondary Boarding School for Girls 
» Founded 1866 89th year 
Here is an opportunity for a sound education with + 
« thorough preparation for college. Emphasis is placed on) 
spiritual values. Social growth and physical develop- $ 
ment are important segments of the school life. Ex- 
( petenced faculty. Modern buildings. 
Martha Robbins, M.S., Headmistress 


Ya 5 SL Se ie a BE ped ee 


SAINT MARY’‘S-IN-THE-MOUNTAINS 


Episcopal college preparatory boarding school for 
60 girls. Community life based on Christian prin- 
ciples in which all students share responsibility 
for social, sports, religious, and social service 
activities. Work program. Arts. Skiing, other sports. 
Catalogue. 


Mary Harley Jenks, M.A., Principal 
LITTLETON (White Mountains), NEW HAMPSHIRE 


( 


Saint Wary’s School 


Mount St. Gabriel 


Peekskill, New York 


A resident school for girls under the care of the 
Sisters of Saint Mary. College Preparatory and 
General Courses. Music, Arts, Dramatics, Riding. 
Modified Kent Plan. For cotalog address: 


THE SISTER SUPERIOR 


COLLEGES 


CARLETON COLLEGE 


Lawrence M. Gould, D.Sc., President 
Carleton is a coeducational liberal arts college 
with a limited enrolment of 850 students. It is 
recognized as the Church College of Minnesota. 
Address: Director of Admissions: 


Carleton College 
Northfield Minnesota 


If e e e 


The Church is important to you, it is 
important for you to support and make 
use of the Church institutions listed here: 


Church schools make 
good Churchmen! 


SECONDARY 
Ordination at Chatham 


William Woolsey Yardley, rector of 
Chatham Hall, Chatham, Va., since 
1949, was scheduled to be ordained dea- 
con on April 19th at Chatham. Bishop 


Mr. YarbDLeY: Rector-deacon. 


Gunn of Southern Virginia was to or- 
dain Mr. Yardley, with Bishop Brown, 
retired Bishop of Southern Virginia, as 
celebrant. Mr. Yardley is a native of 
Pennsylvania and served as headmaster 
of Tuxedo Park School, Tuxedo Park, 
N. Y., before coming to Chatham Hall. 
He is married and has four children. He 
plans to continue in his post at Chatham 
Hall and will also serve as deacon in 
charge of St. Mary’s Chapel at the 
school. 


SEMINARIES 
Theology and Ethics 


The faculty for Sewanee’s 1955 
Graduate School of Theology, scheduled 
from July 27th to August 31st, has been 
announced by the acting director, the 
Rev. Dr. Wilford O. Cross, professor 
of philosophy of religion and ethics at 
the School of Theology of the Univer- 
sity of the South. 

Assisting Dr. Cross in teaching will 
be the Rev. Dr. Marshall Bowyer 


EDUCATIONAL 


Stewart, former Graduate School di 
tor and professor emeritus at Ge 
Theological Seminary, now acting 
fessor of theology at Sewanee, who } 
teach a course in the theories of di 
self-limitation; the Rev. Dr. Josep. 
Fletcher, professor of pastoral theo 
and Christian ethics, Episcopal 
logical School, Cambridge, Mass., + 
will teach a course on Christian ett 
dealing with problems of consciene} 
pastoral care and Christian mer 
and the Rev. Dr. Franklin Wood 
Young, professor of New Testament} 
Patristics, Episcopal Theological S\ 
nary of the Southwest, Austin, J 
who will teach a course on the 
Testament. Dr. Cross’s course will | 
with American Puritanism. 

By attending the five-week Grad| 
School of Theology, the only schoo 
its kind in the Episcopal Church, clei 
men may obtain credit toward the 
ter of sacred theology degree. 


SCHOOLS 


FOR BOYS 


Shattuck School 


Founded 1858 


The oldest Church school west of thi 
Alleghenies integrates all parts of its p 
gram — religious, academic, military, soci 
— to help high school age boys grow ‘ 
wisdom and stature and in favor with Gal 
and man.”’ 


Write 


Rev. Canon Sidney W. Goldsmith, J 


Rector and Headmaster 
552 Shumway Hall ; 
Shattuck School Faribault, Minneso’ 


CATHEDRAL CHOIR SCHOG 


Established 1901 
The Cathedral Church of St. John the Divine 


A boarding school where the curriculum follows §' 

ard independent. schoo] requirements, but where th 
phasis is placed upon the Christian perspective. 
4th through 8th grades. Applications welcomed 
boys of good voice. Choir membership required. Li 
scholarships. For further information write 


Headmaster, Dept. D Cathedral Heights, NY"! 
MILITARY 


NORTHWESTERN wavar aca 


Distinguished college preparatory school. Est. : 
Episcopal Church auspices. Religious instry 
part of academic curriculum. Small classes 

age: 10 students) encourage the best in everyr 
Guidance from understanding faculty. Modern 
ities, fireproof buildings. 85 acres on Lake Gd) 
75 miles from Chicago, 55 miles from Milw 

Senior ROTC basic. All sports; sailing. C | 
165 South Lake Shore Road, Lake Geneva, Wis! 


Cet eo soe en we ew ereamroeeees='' 


ST. THOMAS CHOIR SCHOO! 


| 

' An elementary boarding school for the boys of | 
4 Choir of St. Thomas Episcopal Church, Fifth AW 
4 nue. High academic standards. Excellent musi¢! 
' training. Strong sports program. Grades 5-8. 
4 dowed. Nominal fee. Scholarships available. 
4 Henry B. Roney, M.A., M. Ed., Headmastet 
' William Self, Choirmaster 
) 123 West 55th Street, New York 19, New Yck 
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Ordinations 


Priests 


aesota—By Bishop Keeler: The Rev. John 
‘cNaughton, on February 28th, at Trinity 
, International Falls, where he will be in 
4; presenter and preacher, the Rev. O. W. 
nis. 


Bishop Keeler: The Rev. Everett Reiquam 
m March Ist, at St. Paul’s Church, Duluth; 
er, the Rev. O. W. McGinnis; preacher, 
W. B. Key; to be in charge of Christ 
, Crookston, and churches at Mentor and 
River Falls. 


3ishop Kellogg; Coadjutor: The Rev. Paul 
, on March ist, at Christ Church, Benson ; 
er, the Rev. Leslie W. Hallett, father of 
dinand; preacher, Canon Delbert Hallett, 
of the ordinand; to be in charge of Christ 
, Benson, and churches at Appleton and 
video. 

Jersey — By Bishop Banyard: The Rey. 
n H. Payne, on March 19th, at Trinity 
ral, Trenton; presenter, the Rev. H. C. 
arsh; preacher, the Rev. H. C. Nichols; 
weviecar of St. John’s Church, Fords, N. J.; 
Ms: 923 Monroe St., Elizabeth, N. J. 


ern Massachusetts — By Bishop Lawrence: 
tev. Philip T. Zabriskie, on March 5th, at 


Church, Amherst, Mass.; presenter, the 
R. S. Knight; preacher, the Rev. A. C. 
Hkie; to be assistant of Grace Church 


a, Amherst, Am- 


‘ollege. 


and assistant chaplain, 


j Deacons 


=nta—By Bishop Claiborne: Carl E. Nelson, 
“trch 6th, at the Church of the Incarnation, 


CHANGES 


ELIGIOUS BOOKS OF ALL 
PUBLISHERS 


orehouse-Gorham Co. 
E. 41st St. 29 E. Madison St. 
w York 17, N. Y. Chicago 2, Ill. 
>rehouse-Gorham Co. of California 
261 Golden Gate Ave., 
San Francisco 2, Calif. 


ine of Our Lady of Clemency 


Continuous Novena 
Write for Booklet 


®  S. Clement’s Church 
Hh and Cherry Streets, Phila. 3, Pa. 


CLASSIFIED 


CHURCH FURNISHINGS 


QUE SANCTUARY-LAMPS. Robert Rob- 
4;, 1755 Broadway, New York City. 


i 


4 LIBRARIES 


4 
os 
bd 


GARET PEABODY Free Lending Library 
Church literature by mail. Convent of the 
se Nativity, Fond du Lac, Wis. 

if 

— 


“NOTICE TO SUBSCRIBERS 


‘Then requesting a change of address please 
Changes 


te 


a 
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Atlanta, Ga.; presenter, the Rev. C. L. Alligood; 
preacher, the Rev. C. H. Tisdale; to be assistant 
to the Ven. J. L. Womack, archdeacon of the 
metropolitan area of Atlanta, Ga.; address of 
ordinand: 850 St. Charles Ave. N.E., Atlanta. 


Chicago—By Bishop Street, Suffragan of Chi- 
cago: William Henry Albert Schneider, on March 
380th, at Emmanuel Church, Rockford, Ill.; pre- 
senter, the Rey. C. M. Pond; preacher, the Very 
Rev. V. L. Jones; to be in charge of St. Chad’s 
Chapel, Loves Park, Ill.; address: 524 Theodore 
St., Loves Park, Rockford, Ill. 


Colorado — By Bishop Minnis: Paul Maxwell 
Snider, on March 25th, at St. John’s Cathedral, 
Denver; presenter, the Rev. H. E. Moreland; 
preacher, Bishop Bowen, retired Bishop of Colo- 
rado; to be in charge of St. Michael’s Church, 
Hugo, Colo., and a wide mission field in eastern 
Colorado, including work in such small towns as 
Akron, Burlington, Holyoke, Julesburg, and Wray. 
These are not now listed in the Episcopal Church 
Annual as having churches. Hugo lists 24 com- 
municants. 

The new deacon, recently employed by the Union 
Pacific Railroad, was presented, as a _ parting 
gift by his friends and associates there, with one 
of the bells from a dismantled Union Pacific 
engine, and the Rev. Mr. Snider will use this bell 
at the church in Hugo. 

The bells are collectors’ items, avidly sought 
by ranchers and railroad fans. The new deacon 
is particularly pleased that such a bell, which 
rang from an engine which probably made many 
a trip through Hugo, will be ringing for the 
regular services in a town which for so long has 
not had a resident clergyman. 


Connecticut—By Bishop Gray: Nigel L. An- 
drews, on March 26th, at St. Andrew’s Church, 
Meriden ; presenter, the Rev. W. E. Traub; preach- 
er, the Rev. G. M. Bean; to be vicar of St. Ann’s 
Church, Old Lyme, Conn. 


Minnesota—By Bishop Keeler: Frederick Charles 
Lambert, on March Ist, at St. Paul’s Church, 
Duluth; presenter, the Rev. O. W. McGinnis; 
preacher, Canon W. B. Key. 


San Joaquin — By Bishop Walters: William L. 
Richmond, on March 12th, at St. Anne’s Mission, 
Lincoln Village, Calif., where he will be vicar; 
presenter, the Rev. P. E. Langpaap; preacher, 
the Rev. J. M. Wilcox. The ordinand was a for- 
mer minister of the Christian Church. 


Tennessee—By Bishop Barth: William Arthur 
Dimmick, on March 19th, at the Church of the 
Messiah, Pulaski, Tenn. ; presenter, the Rev. W. A. 
Jones, Jr.; preacher, the Rev. R. W. Turner, III; 
to continue studies at the Sewanee School of 
Theology. 


Diocesan Positions 


The Rev. Dr. Henry Clark Smith, rector of All 
Saints’ Church, Riverside, Calif., for the past 25 
years, and at various times diocesan examining 
chaplain, member of the board of missions, and 
deputy to Province of the Pacific, has been ap- 
pointed lifetime canon to the ordinary and honor- 
ary canon of St. Paul’s Cathedral, Los Angeles, by 
Bishop Bloy of Los Angeles. 


Milestones 


On Passion Sunday, the Rev. Edward P. Hooper, 
rector of the Church of the Holy Innocents, 
Hoboken, N. J., celebrated his 50th anniversary 
of ordination to the sacred priesthood. Fr. Hooper 
was celebrant at a High Mass, followed by Bene- 
diction of the Most Blessed Sacrament. The church 
was crowded to capacity. 

Among the honored guests at the afternoon par- 
ish reception were the Governor of New Jersey 
and the mayor of Hoboken. President Eisenhower 
sent a congratulatory telegram. 

Fr. Hooper was presented with a purse from 
parishioners, friends, business friends, and mem- 
bers of the council of Christ Hospital, Jersey 
City, of which Fr. Hooper is president emeritus. 
The children of the Sunday school presented Fr. 
Hooper with one of his favorite gifts —a hand- 
painted plate depicting the exterior of Holy Inno- 
cents’ Church. 


Deaconesses 


Deaconess Ethel Percy, formerly addressed in 
St. Petersburg, Fla., may now be addressed: c/o 
Miss Knibloe, RFD, Salisbury, Conn. 
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LINENS AND VESTMENTS 


CHURCH LINENS: Beautiful qualities imported 


from Ireland. Linen Tape, Transfers, Patterns, 
Plexiglass Pall Foundations. Free Samples. Mary 
Fawcett Co., Box 325L, Marblehead, Mass. 


CATHEDRAL STUDIO: Silk damasks, linens by 


yd. Stoles, burses and veils, etc. Handbook for 
Altar Guilds 53c. Church Embroidery and Vest- 
ments, 2nd ed., complete instruction and patterns 
ee Address 11 W. Kirke St., Chevy Chase 15, 


ALTAR LINENS: 


Exquisite qualities of Irish 


Church Linens by the yard, or Madeira-embroi- 
dered Altar Linens of all types made up to fit your 
requirements. Nominal Prices. Plexiglass Pall 
Foundations $1.00. Free Samples. Mary Moore, 
Box 394-L, Davenport, Ia. 


ALTAR LINENS, Surplices, 


Transfer Patterns. 
Pure linen by the yard. Martha B. Young, 2229 
Maple Drive, Midwest City, Oklahoma. 


SACRED VESTMENTS: Made, altered, repaired. 
Speer Agatha’s Guild, Grace Church, Hinsdale, 
inois. 


POSITIONS OFFERED 


DIETITIAN. Small Church Boarding School for 
girls needs full-time trained dietitian. Reply Box 
M-198, The Living Church, Milwaukee 2, Wis. 


WANTED, Assistant Deacon or Priest, definite 

Prayer Book Churchman, send biography and 
references. Reply Box G-199, The Living Church, 
Milwaukee 2, Wis. 


NEW YORK SUBURBAN PARISH, L. I. Dio- 
cese, July and August. Rectory. Reply Box 
A-201, The Living Church, Milwaukee 2, Wis. 


WANTED, Director of Religious Education, lady 

with suitable training, no extremes in Church- 
manship. Send qualifications. Reply Box G-200, 
The Living Church, Milwaukee 2, Wis. 


PRIEST SUPPLY July and August and over 

Labor Day weekend. Use of rectory and $75.00 
a month. Forty minutes from New York. Reply: 
Rev. Harold G. Willis, Saint Mark’s Church, West 
Orange, N. J. 


POSITIONS WANTED 


MARRIED PRIEST desires parish or chaplaincy 

in hospital or prison. Qualified and experienced. 
Reply Box J-195, The Living Church, Milwaukee 
, Wis. 


CHURCHWOMAN, single, 44, experienced col- 

lege teacher, administrator, A.B., Th.M., gradu- 
ate study in Sociology, wants position in Church 
School or College, Canterbury House or Church 
Administered Institution. B. Eureath White, 801 
South Wright Street, Champaign, Illinois. 


PRIEST AVAILABLE for July — August. Reply 
pe H-194, The Living Church, Milwaukee 2, 
is. 


RECTOR, 39, married, Jr.-high age daughter, de- 
sires $4200 parish. Ten years in the ministry, 

varied experience, moderate Churchman. Reply Box 

R-197, The Living Church, Milwaukee 2, Wis. 


CLASSIFIED ADVERTISING 
RATES 


(A) 15 cts. a word for one insertion; 14 cts. 
a word an insertion for 3 to 12 consecutive 
insertions; 13 cts. a word an insertion for 
13 to 25 consecutive insertions; and 12 cts. 
a word an insertion for 26 or more consecu- 
tive insertions. Minimum rate (10 words or 
less) $1.50. 

(B) Keyed advertisements, same rates as (A) 
above, plus 25 cts. service charge for first 
insertion and 10 cts. service charge for each 
succeeding insertion. 

(C) Non-commercial notices of Church organi- 
zations (resolutions and minutes): 15 cts. 
a word, first 25 words; 7% cts. per addi- 
tional word. 

(D) Church services, 75 cts. a count line (ap- 
proximately 12 lines to the inch); special 
contract rates available on application to 
advertising manager. 

(E) Copy for advertisements must be received 
at least 12 days before publication date. 


THE LIVING CHURCH 
407 East Michigan Street, Milwaukee 2, Wis. 


THE 
EPISCOPAL CHURCH 
WELCOMES YOU 


SEE LIST BELOW. 


ond 


LOS ANGELES, CALIF. 


ST. MARY OF THE ANGELS 4510 Finley Avenue 
Rey. James Jordan, r; Rev. Neal Dodd, r-em; 
Rev. Eugene Stech, c 


Sun Masses: 8, 9, 1 
ex Mon & Sat 9; C Sat 4:30 & 7:30 & by appt 


———SAN FRANCISCO, CALIF,.__—_—— 


ST. FRANCIS’ San Fernando Way 
Rey. E. M. Pennell, Jr., D.D.; Rey. M. G. Streeter 


Sun 8, 9:30 &G 11; HC Wed 7, HD & Thurs 9:15 


WASHINGTON, D. C. 


WASHINGTON CATHEDRAL Mount Saint Alban 
Rt. Rev. Angus Dun, Bishop; Very Rev. Francis B. 
Sayre, Jr., Dean 


Sun HC 8, 9:30; MP, Ser 11 (1 S Hc), 
Wkdys HC 7:30; Int 12; Ev 4; Open Daily 7 to 6 


ST. PAUL’S 


Sun Masses: 8, 9:30; 11:15 Sol, 
daily ex Sat 7, Sat 12; Prayer Book day 
Noon; C Sat 5-6 


CORAL GABLES, FLA. 


ST. PHILIP’S Coral Way at Columbus 
Rev. John G. Shirley 


Sun 8, 9:30, & 11; 


———FORT LAUDERDALE, FLA.———— 


2430 K St., 


Ev & B. 8; Mass 
TAG 2 


HC Daily; C by appt 


ALL SAINTS’ 335 Tarpon Drive 
Sun 7:30, 9, 11 & 7; Daily 7:30 & 5:30; Thurs 
& HD 9; C Sat 4:30-5:30 

MIAMI, FLA. 
ST. STEPHEN’S 3439 Main Highway 
Sun 7, 8, 9:15, 11; Daily 7:30; C Sat 5-6 & 7-8 


ORLANDO, FLA. 


CATHEDRAL OF ST. LUKE Main & Jefferson Sts. 


Sun 7:30, 9, 11, Ev 5, Compline 7:45; Daily 7:30 
G 5:45; Thurs G HD 10; C Sat 7 


ATLANTA, GA. 


OUR SAVIOUR 1068 N. Highland Ave., N.E. 


Mass Sun 7:30, 9:30, 11; Wed 7; Fri 10:30; Other 
days 7:30; Ev B Sun 8; C Sat 5 


CHICAGO, ILL. 
ST. BARTHOLOMEW’S 6720 Stewart Avenue 
Rey. Clifford A. Buck 
Sun 7:30, 9, 11 HC; Weekdays as announced 


ST. JAMES’ Huron & Wabash (nearest Loop) 
Rev. H. S. Kennedy; Rev. G. H. Barrow 

Sun 8 &G 10 HC, 11 MP & Ser (1 S HC); Daily 
7:15 MP, 7:30 HC, also Wed 10; Thurs 6:30; 
(Mon thru Fri) Int 12:10, 5:15 EP 


A Church Services Listing is a sound investment 
in the promotion of church attendance by all 


Churchmen, whether they are at home or away 
from home. Write to our advertising depart- 
ment for full particulars and rates. 


The Living Church 


1, MP 10:40; Daily 6:30 & 9, 


Ev -4; : 


N.W. | 


A cordial welcome is awaiting you at the churches whose hours 
of service are listed below alphabetically by states. The clergy . 
and parishioners are particularly anxious for strangers and ; 
visitors to make these churches their own when visiting the city. 


EVANSTON, ILL. 


ST. LUKE’S Hinman & Lee Street 
Sun Eu 7:30, :15, 11, Ch S 9; Weekdays Eu 7, 
10; Also Wed’ é: 15: Also a (Requiem) 7 30: 
MP. 9:45; lst Fri HH & B 8 15; C Sat 4:30-5:30, 
7:30-8:30 & by appt 


LEXINGTON, KY.—————— 
KENTUCKY THEOLOGICAL SEMINARY 
Chapel Services: Good Shepherd: Main St. G Bell Ct. 
Mp 7:30 & Ev 5 Daily; HC Tues 7:45 & Thurs 10 


BALTIMORE, MD. 
ST. MICHAEL AND ALL ANGELS 20th G St. Paul 
Rev. D. F. Fenn, D.D., r; Rev. Ira L. Fetterhoff 
Sun 7:30, 9:30, 11 & daily 


BOSTON, MASS. 


ALL- SAINTS’ (at Ashmont Stction) Dorchester 
Rey. Sewall Emerson; Rev. T. Jerome Hayden, Jr. 
Sun 7:30, 9 (G Sch), 10:40 MP, 11 (Sol), EP & B 
7:30; Daily 7, Wed G&G HD 10, EP 6; C Sat 5, 8 


DETROIT, MICH. 
INCARNATION 10331 Dexter Blvd. 
Rev. C. L. Attridge, r; Rev. L. W. Angwin, c 


Sun Masses: 7:30, 10:30. Daily: 6:30, also Mon, 
Wed, Sat G HD 9; C Sat 1-3, 7-8 


ST. LOUIS, MO. 
HOLY COMMUNION 7401 Delmar Blvd. 
Rey. W. W. S. Hohenschild, r 
Sree S 8, 9,11 4S, TV MPP CHE huesi 7,4Wed 


BUFFALO, N. Y. 


ST. PAUL’‘S CATHEDRAL Shelton Square 
Very Rev. Phillip F. McNairy, D.D., dean; Canon 
Leslie D. Hallett; Canon Mitchell Haddad 

Sun 8, 9:30, 11; Mon, Fri, Sat HC 12:05; Tues, 
Thurs, HC 8; Prayers, Ser 12:05; Wed HC 11, 
Healing Service 12 705 


ST. ANDREW'S 
Rey. Thomas R. Gibson, r 


Sun Masses 8, 10 (Sung), 
Thurs 10; C 7:30-8:30 


NEW YORK, N.Y. 


NEW YORK CATHEDRAL (St. John the Divine) 
112th and Amsterdam, New York City 

Sun HC 7, 8, 9, 10, MP, HC & Ser 11, Ev & Ser 4; 
Wkdys HC 7:30 (also 10 Wed & Cho HC 8:45 HD); 
MP 9, Ev 5. The daily offices are Cho ex Mon 


3107 Main at Highgate 


11:45, MP 9:30; Daily 7, 


ST. BARTHOLOMEW‘'S Park Ave. and 51st St. 
Rev. Irving S. Pollard in charge. 

8 & 9:30 HG, 9:30 & 11 Ch S, 11 M Service & 
Ser, 4 Ev, Special Music; Weekday HC Tues 10:30; 
Wed & Saints’ Days 8; Thurs 12:10; Organ Recitals 
Fri 12:10; Church open daily for prayer 


GENERAL THEOLOGICAL SEMINARY CHAPEL 
Chelsea Square, 9th Ave. & 20th St. 


Daily MP & HC 7; Daily Cho Ev 6 


HEAVENLY REST 
Rev. John Ellis Large, D.D. 


Sun HC 8 & 9:30, MP & Ser 11; Tues & Thurs 


G HD HC 8 & 12; Thurs Healing Service 12:30; 
Daily: MP 8, EP 5:30 


5th Ave. at 90th Street 


IGNATIUS’ A. Weatherby 
ay St. G West End Ave., one geen West of B‘dway 


Sun 8:30 & 10:30 (Sol); Daily 8; C Sat 4-5 


ST. MARY THE VIRGIN Rey. Grieg Taber, D.D. 
46th St. between 6th and 7th Aves. 

Sun Masses 7, 8, 9, 10, 11 (High); Daily: 7, 8, 
9:30, 12:10 (Fri); C: Thurs 4:30-5:30, Fri 12-1, 
4:30-5:30, 7-8; Sat 2-5, 7-9 


NEW YORK, N.Y. (Cont.)— 
RESURRECTION 115 East} 
Rey. A. A. Chambers, r } 
Sun Masses: 8, 9:15 (Instructed), 10:30 Mk 


(Sung); Daily 7:30 ex Mon & Sat 10; C Sab 


ST. THOMAS 5th Ave. & 53rd {! 
Rev. Frederick M. Morris, D.D., r 


Sun’ HGWS) 9305 le Gus aS: MP. & Ser 1 
Cho Ser 4; Daily SSC Thurs 11, HD 1 
Noondays ex Sat 12:10; Ev daily ex Sat 5:19 


THE PARISH OF TRINITY CHURCH 
Rev. John Heuss, D.D., r 


TRINITY Broadway o Wav 
Rev. Bernard ee Newman, v 
Sun HC (8719) EP 3:30; Daily MP 7:45 


12, Midday a5 a 30, EP 5:05; Sat HC 8, 2p 
HD He. 12; € Fri 4:30 G&G by appt 


ST. PAUL’S CHAPEL Broadway & Fultc 
Rev. Robert C. Hunsicker, v : 
Sun HC 8:30, 10; Daily MP 7:45, HC 8, 
Ser 12 ex Sat, EP 3; C Fri & Sat 2 & by appx 


CHAPEL OF THE INTERCESSION 
Broadway & 155th St. 

Rey. Robert R. Spears, Jr., v | 
Sun HC 8, 9:30 G 11, EP 4; Weekdays HC 


7 G0, MP 9, EP 5:30, Sat 5,> Int 1e5@eae 
4-5 & by appt vd 
ST. LUKE’S CHAPEL 487 Hudsas 


Rev. Paul C. Weed, Jr., v 
Sun HC 8, 9:15°G 11; Daily HC 7 & 8? Gian 
8-9, G by appt 


ST. AUGUSTINE’S CHAPEL Rev. C. Kilmer M 
292 Henry St. (at Scammel) 

Sun HC 8:15, 9:30, 11, 12:30 (Spanish) 
Daily: HC 7:30 ex Thurs, Sat HC 9:30, i 
GeSateSisisS 


ST. CHRISTOPHER’S CHAPEL 48 Henry 
Sun 8, 9:30, 11,.12:15 (Spanish Mass), 7:3% 
Daily 8, 5:30; Thurs. & HD _10 


— OKLAHOMA CITY, OKLA. 
ST. PAUL’S CATHEDRAL Very Rev. John S. ¥ 
127 N.W. 7 

Sun 8:30, 10:50, 11; Thurs 10 


PHILADELPHIA, PA. 


ST. MARK’S Locust St. between 16th & or ! 
Sun HC 8, 9, 11, EP 4; Daily 7, 7:45, 
Thurs & Sat 9:30; Tues G Fri 12:10; c Za 


COLUMBIA, S. C.—— 
GOOD SHEPHERD 1512 Blandiri 
Rey. Ralph H. Kimball,-r : ) 
Sun 8, 9:45, 11:30; Tues 7; Thurs .& HD 1') 
EP 5:45; C 6 & by appt 


MADISON, WIS. : 
ST. ANDREW’‘S 1833 Regey| 
Rev. Edward Potter Sabin, r | 


Sun 8, 11 HC; Daily HC 7:15 ex Wed 9:30 


PARIS, FRANCE 
HOLY TRINITY PRO-CATHEDRAL i 
23 Ave. George V 
Very Rev. Sturgis Lee Riddle, dean if 
Sun 8:30, 11 Student Center, Blvd. Raspail 


KEY—Light face type denotes AM, black 4 
PM; add, address; anno, announced; a|! 
appointment; B, Benediction; (G; Confessi 
Cho, Choral; Ch S, Church School; c, curl 
d, deacon; —P Evening Prayer; Eu, Eucha 
Ev, Evensong; ex, except; HC, Holy Communi 
HD, Holy Days; ‘HH, Holy Hour; Instr, Inst} 
tions: Int, Intercessions; Lit, Litany; 
Matins; MP, Morning Prayer; r, rector; f- 
rector- emeritus; Ser, Sermon; Sol, Solemn 
Stations; V, Vespers; Vv, YPEFay 


vicar: 
People’s Fellowship. 


May t, 


